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D&G Fine Gauge Catgut... 
Minimum diameter—high tensile strength 


D&G FINE GAUGE CATGUT provides a strand of minimum 
diameter, high tensile strength and prolonged retention. Its 


exceptional strength, flexibility, gradual absorption rate and vir- 


. tual absence of cellular reaction offer numerous advantages in 
the approximation of delicate or membranous tissues, particu- 
larly those of the gastro-intestinal tract. Experimental and clini- 
cal observations by eminent surgical authorities demonstrate 
that D&G Fine Gauge Catgut (Size 5-0 and 4-0) is the suture 
of choice for the uniform healing of delicate tissues. 


D&6 Sutures 


“This One Thing We Do” 


- D & G sutures are obtainable through responsible dealers everywhere 
DAVIS & GECK, INC., 57 WILLOUGHBY STREET, BROOKLYN 1, N. ®, 
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It’s fashionable—and 
more convenient and sani- 
tary—to feature Paper 
Napery. But not a detail 
to be taken for granted. 
For service with style, 


choose from Sexton’s superb stock. It is as complete an 
assortment as can be assembled, assuring prompt delivery 
and your entire satisfaction. 


JOHN SEXTON & CO. 1946 


SEXTON FINE QUALITY FOODS 
FOR RESTRICTED DIETS 


ALL packed without sugar or seasoning. FRUITS packed 
in the NATURAL JUICE of the FRUIT. 


Analyses On Every Can 
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Up-to-date Hospital Planning“ 
provides for the 


FLUIDS PRODUCTION SUPPLY 


This indispensable department serves to centralize 
equipment for the preparation of surgical solu- 
tions, whole blood and plasma facilities. 


FENWAL EQUIPMENT 


is the installation of choice of many leading hospi- 
tals throughout the world, who enjoy the benefits 
of low-cost surgical solutions, as required. Of 
economic significance, a major proportion of 
Fenwal Parenteral Fluid equipment is essential 
to the blood bank facility as well. 


The simplicity of Fenwal equipment is such that 
it can be accurately and safely operated by any 
trained attendant. The Fenwal technic of produc- 
ing sterile fluids is actually far less difficult than 
that of collecting blood and producing plasma. 
The service and economies afforded suggest a 
Fenwal equipped FLUIDS PRODUCTION SUP- 
PLY as a logical “must.” 


SCENT j 
BLOWS LABORATORY 
ape / 


ORDER TODAY or write immediately 
for further information 


MACALASTER BICKNELL COMPANY 


243 Broadway Cambridge 39, Massachusetts 
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For scrub-up at 
its best give them 


AMERICA’S FAVORITE SURGICAL SOAP 


th, GERMA-MEDICA does every- lient oils compounded in Germa- 
thing a surgical soap should Medica. Consequently, Germa-Medica 
do ... and does it better! will not irritate or chap—no matter 


Medica, with its high concentration of 
soap solids flushes out dirt and secreted 
substances and leaves the hands clean 
and ready. 

Also, Germa-Medica is friendly to 
the most tender skin. The reason is 
found in the generous amount of emol- 


The reasons are plain: First, Germa- how frequently it is used. 


And when you dispense Germa- 
Medica from Huntington Dispensers* 
you obtain asepsis with efficiency. 

So switch to Germa-Medica’s gentler 
cleansing action-... to its guaranteed 
mildness and give your doctors the 
finest surgical soap money can buy. 


HUNTINGTON LABORATORIES INC 


Furnished tree to quantity users of Germa-Medica. HUNTINGTON, INDIANA 
Leak-proof, non-clogging, and easily sterilized. CHICAGO + CINCINNATI + DALLAS + DETROIT - DENVER » MINNEAPOLIS - NEW ORLEANS + NEW YORK + SEATTLE + SIOUX CITY - TORONTO 
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The HOLT is a machine 
that helps me do my main- 
tenance job better. HOLT 
floor machines are tough 
babies and keep on rolling 
no matter how hard you 
ride ’em. That means 

I can keep repair 
costs way down... 
which makes me 
OK with my boss! 


A typical Holt motor-over- 
brush maintenance mach- 
ine. Gear or belt drive. Ten 
instcnt change attachments 
for any job. Quiet opera- 
tion. Exclusive Holt engi- 
neering features, such as 
Self Leveling Brush Bracket, 
add years of dependable life. 


Streamliner Floor Sanding 
Machi fast, 
cutting up to 300 sq. ft. per 
hour. Completely dustiess; 
no vibration. Holt precision 
engineering and rugged 
construction assure years 
of continuous operation. 


This handy Holt Edger can 
save precious time and 
dollars. Horizontal <on- 
struction, plus offset gear 
head and detachable 
vacuum system make for 
trouble-free operation. 


Ever-increasing sales testify to Holt leadership. 
Test any Holt floor machine and you'll appreci- 
ate its years-ahead engineering and construc- 
tion. There’s a Holt for every job. Write today 
for FREE Stain Removal Chart and Catalog. 


Holt Mfg. Co., 651-681 20th St., Oakiand 12, Calif. 
PLEASE SEND ME 


Complete information about Holt Floor Machines and floor 
i quip 1 understand there is no obligation. 

ADDRESS: 


HOLT MANUFACTURING CO. 


NEWARK, N. J. - OAKLAND, CALIF. 
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Sulfonasol (Sulfadiazine Mixture “Na- 
tional”) contains approximately 2 Gm. 
micro-crystalline sulfadiazine per fluid- 
ounce, ina palatable aromatized vehicle. 
Available in 4 fluidounce and pint bottles. 


Sulfonasol suits the patient. Its delightful 
fruit flavor is designed especially to secure 
the cooperation of infants and children—and 
of medicine-conscious patients who refuse 
other types of sulfonamide medication. It is 
particularly useful whenever prolonged ad- 
ministration is required. 


Sulfonasol suits the doctor, too. He 
knows that palatability is important. He 


THE NATIONAL DRUG COMPANY, 
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TWO IMPORTANT QUESTIONS 


IN ORAL SULFONAMIDE THERAPY... 


PHARMACEUTICALS, BIOLOGICALS, BIOCHEMICALS FOR THE MEDICAL PROFESSION 


TH 


“NATIONAL” 


likewise knows that sulfadiazine is the sul- 
fonamide of choice for infections caused by 
hemolytic streptococci, pneumococci, gono- 
cocci and meningococci; is highly effective 
against staphylococci, Friedlander bacilli, 
and various gram-negative bacteria found in 
urinary tract infections; and is less toxic than 
other sulfonamide compounds. For profes- 
sional literature on Sulfonasol, write to The 
National Drug Company, Phila. 44, Pa. 


PHILADELPHIA 44, PA. 
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Penicillin is rapidly becoming recognized as the drug — 
of choice in pneumonia therapy because of its marker 
activity against infections due to the pneumococcus, 
streptococcus, and staphylococcus. The development | 
advanced techniques of penicillin administration 
makes it possible to follow conveniently and effecti 
the established maxim: 


PENICILLIN SCHENLEY for parenteral | 
Intramuscular injections are preferred. 
catdiac complications are ni 
to 40,000 units; followed - b 


or ‘four hours. 
. Sc. 210: 147 (Aug.) 1945, 


fongestion or 
al dose, 20,000 
ou units every 


PENICILLIN AEROSOL— penicillin by inhalation—has 
proved its value in the treatment of pneumonitis.” Its 
use is logical, as it brings the drug into close contact 

with the infecting organisms. Suggested dose, 50,000 
units by inhalation every three or four hours. 


(2) Morse, F. W.: J. A. M. A. 132: 272 (Oct. 5) 1946; (3) Segal, M. S., 
and Ryder, C. M.: Bull. New England M. Center 7: 279 (Dec.) 1945. 


PENICILLIN TABLETS SCHENLEY—A reliable, con- 
venient method of sustaining effective blood levels of 
penicillin between injections.** Suggested maintenance 
dose, 1 or 2 tablets (50,000 units each) every two 

to four hours. 

(4) Finland, M.; Meads, M., and Ory, E. M.: J. A. M. A. 129: 315 


(Sept. 29) 1945; (5) Collen, M. F.; et al.: Permanente Found. M. 
Bull. 3: 155 (Oct.) 1945. 


SCHENLEY LABORATORIES, INC. 


EXECUTIVE OFFICES::350 FIFTH AVENUE, NEW YORK CITY 
© Schenley Laboratories, Inc. 
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for BRAIN, OBSTETRICAL and 
GENERAL SURGERY 


t. the display cases of leading med- 
ical museums, many surgical instru- 
ments of earlier days, bearing the 
PILLING hallmark, testify to the sig- 
nificant contributions to Surgery made 
by Pilling during the past one hundred 
and thirty-two years. 


The modern Pilling instruments pic- 
tured above, designed by acknowl- 
edged leaders in brain, obstetrical and 
general surgery, today embody the 
traditional qualities of authoritative 
design and superlative workmanship 
which have always distinguished in- 
struments made by the house of Pilling 


since its founding in 1814. 


e INSTR 


Write today for illustrated literature 


describing Pilling instruments for 


Brain, Obstetrical and General Surgery. 


‘Address George P. Pilling & Son 


Company, 3451 Walnut Street, Phila- 
delphia 4, Pa. 


(1) P15150-51 Frazier Brain Retractors 

(2) P18486 Jones Scissors 

(3) P15424 Ferguson Suction Tube 

(4) P16992 Sweet Scissors 

(5) P15482 Adson Saw Carrier 

(6) P9170 Harris Mercury Weighted 
Tube 

(7) P20800 Kennedy Clamps 

(8) P9140 Miller-Abbott Tube 


INSTRUMENT CRAFTSMEN SINCE 1814 
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comfort, and economy in anaesthesia 
and oxygen therapy — these are the ends for which 
Wilson Soda Lime is made, and these are the reasons 
for its constant improvement. The findings of re- 
search have made possible the non-heating, non- 
_caking, non-dusting and non-deliquescent Wilson 
Soda Lime that is economical. in use because of its 
high absorptive capacity. Wilson Soda Lime meets 
U.S.P. standards. Made with the convenience of the 
_ anaesthetist as well as the need of the patient in 
mind, it is readily available through your supplier 
in one pound j jars, gallon cans, and five gallon pails, 
in two moisture grades and three mesh sizes. For 
those who prefer it, the same Wilson Soda Lime is. 
with: an ethyl violet indicator to. mark the 


A Product of 
DEWEY ano ALMY 


CHEMICAL 
COMPANY 
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Accommodation of patient’s 
legs in any desired position in 
Cystoscopy. Note the Hess Tray 
for transurethral prostatectomy 
and gynecologic and rectal pro- 
cedures requiring drainage 
facilities. 


DESIGNERS AN 
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COMPER KNEE AND 
FOOT RESTS 


In Genitourinary, Gynecologic and other 
Surgery through the Perineal Route, and 
in Obstetrics. 

An ankylosed knee is shown accommodated in these 
leg holders. Swinging the leg post holder to a Walcher 


position ac . tes the occ ] ankylosed hip- 
joint as well, 


In contrast to cramping of the unsupported foot 
associated with conventional knee rests, the feet are 
positively and comfortably held in the adjustable 
foot rests.. 


Important among the many superior features of 
“American” Operating Tables, is the facility to be 
instantly raised or lowered throughout their extreme 
elevation range. This feature enables the surgeon to 
offset possible fatigue by alternating his own posture 
between a standing and a sitting approach to the 
perineal site during a prolonged operation. 


ie On both the “American” 1075 Operating Table and the American-Mac- 

Eachern Obstetrical Tables the Comper Knee and Foot Rests provide for 
the complete arc-range of leg posture from a high Lithotomy to the extended Walcher 
shown here. Each leg holder is independent of the other. 


WRITE TODAY for descriptive literature 


AMERICAN STERILIZER COMPANY 


Erie, Pennsylvania 


RERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS 14 
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How to give 
Bonus 


UPPOSE Bill S., one of your em- 
ployees, is due for a $75 bonus this 
year. If you give the bonus in U. S. 
Savings Bonds, Bill will receive—not $75, 
nor a $75 Bond—but a $100 Bond. 


Yes, the bonus in Bonds looks like a lot 
more—and it is-more. (Every $3 put into 
U. S. Savings Bonds pay $4 at maturity.) 
With the same size appropriation, you’re 
actually giving a bigger bonus. 


Consider, too, that Savings Bonds mean 
individual security for each Bond-holder 
—and collective security for all of us, 
because they help to control inflationary 


tendencies. You can easily see that you’re 
doing yourself, your employees, and your 
country a favor by deciding to... 


Give the BONUS in BONDS 


.+.and keep up your Payroll Savings 
Plan! IMPORTANT: If you have not 
already received your copy of “How You 
Can Help Give Free Enterprise a Boost,” 
write on your letterhead to: Room 750, 
Washington Building, U.S. Savings Bonds 
Division, Washington 25, D. C. Limited 
supply. Please write today. 


The Treasury Department acknowledges with appreciation the publication of this message by 
HOSPITAL TOPICS AND BUYER 


This és an official U. S. Treasury advertisement p vase under the auspices of the Treasury 
Department and The Advertising Council. 
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TE better serve the Industrial Surgeon, the Phy- 
sician and Hospital in the treatment of traumatic 


wounds, burns and ulcers, the new Foille-Flat offers 


these practical, clinical advantages: 


®@ Sterile—not just sterilized. 

@ Specially devised to avoid sticking. 

@ Heat-sealed in aluminum vinyl-lined envelopes. 
@ Medicated with the New Foille Ointment.* 

@ Ready for immediate application. 

® For office, first aid and hospital use. 


Manufactured in three sizes: 3’x3"; 4’x4"; 


Convenient +¢ Time-Saving + Economical 
AVAILABLE THROUGH FIRST-AID AND SURGICAL SUPPLY HOUSES 
WRITE FOR SAMPLE AND FULL INFORMATION 


*Foille Ointment with Benzyl Alcohol Replacing Phenol 


CARBISULPHOIL COMPANY ~* 
2% SVEN GE, DALLAS, TEXAS 
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CUTTER 


Fine Biologicals and | 
Pharmaceutical Specialties 


N EW i the last word in 
e blood bank protection.: 


Cutter’s Safti-Cap! 


NOW — when you store whole blood or plasma — you 
don’t have to worry about possible contamination of 
the bottle-stopper surface! Cutter has seen to that — 
equipping their entire blood line with SAFTI-CAPS! 

Nothing elaborate — but strictly sensible — SAFTI- 
CAPS are neatly fitting metal cups, that slip smoothly 
over the bottle top, ruling out any element of danger 
during storage. 

Whether you use Saftifuges, Saftivacs, Pooling or 

Plasma Flasks, each bottle comes with a 3-piece closure. 
Outside seal is easily removed with tear tab. Next 
comes the SAFTI-CAP, protecting the stopper before 
m= and after infusiaen. 
a Your hospital staff will appreciate this added pre- 
caution in your blood bank. Your Cutter representative 
will be happy to demonstrate the SAFTI-CAPS’ many 
advantages for you personally. 


3. Swab stopper with antiseptic CUTTER LABORATORIES - BERKELEY - CHICAGO - NEW YORK 
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Hospital 


pic 


Friendly Hospital 


Distributed monthly to every hospital, sanatorium, and 
allied institution in the United States and dependencies 


HOSPITALICS 


On the surface it would appear that such 
an activity as taking a grasshopper’s tem- 
perature might be rather an idle way to 


spend one’s time, however the available 


evidence is that the feeding habits of the 
grasshopper and the temperature of its 
surroundings and body are inter-related. 
By measuring the heat of the hopper’s 
body it is hoped that science will be able 
to find out when and where the insects eat, 
so that poison bait and other control meas- 
ures may be taken for the prevention of 
plagues of “locusts” which will result in 
greatly reduced damage. A delicate elec- 
trical instrument 5/1000th of an inch in 
diameter is used in the experiment. 


Speaking of heat, a new tablet three inches 
long and one and one-quarter inches wide, 
made of trioxane, will be a boon to those 
hardy outdoors people who indulge in winter 
sports. The tablet was déVveloped for military 
operations in Alaska and the Aleutians, and 
is said to burn with a steady blue flame diffi- 
cult to extinguish. It produces no odor and 
no poisonous gases, and a single tablet re- 
leases enough heat to raise the temperature 
of a pound of water over 100 degrees. 


According to the New York Times, the 
moral of the following story should be 
“You can’t have everything.” A sociologist, 
studying “Who’s Who,” reports that fa- 
mous people tend to die younger than we 
ordinary folk. This is in spite of the fact 
that they seem to have everything in their 
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favor, being well-to-do as a rule, with ac- 
cess to the best of medical attention. How- 
ever, it is found that these people live 
under greater strain, work harder to ob- 
tain and hold their positions, keep irreg- 
ular hours, and usually do not get enough 
exercise. 


New York State’s well known Potts Me- 
morial Institute for the Rehabilitation of 
the Tuberculous has found that its ex- 
patients marry well and have a divorce 
rate considerably lower than that for the 
country as a whole. Of the 48 marriages 
between former patients in twenty years, 
only two have ended in divorce. While the 
institute does not claim that this remark- 
able showing is due to its influence, it 
would seem that the experience the pa- 
tients acquired in the sanitarium con- 
tributes much to their stability. 


According to a St. Louis rhinologist, the 
first symptoms which we have become ac- 
customed to attribute to the common cold are 
actually separate phenomena which open the 
way to infection resulting in the cold itself. 
He believes that since the sharp, dry, burn- 
ing sensations in the nasopharynx usually 
begin about twenty-four hours before the in- 
fection is established, the cold may be pre- 
vented by quickly restoring normal condi- 
tions in the nose. The most common cause of 
winter colds is functional obstruction. The 
sympathetic system becomes upset by sudden 
chilling, fatigue, hunger, excitement, or alco- 
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holic drink. Nasal tissue swells so that the 
air passages of the nose are blocked, and the 
air is diverted to cause hot, dry spots in the 
nasopharynx. Bacteria accumulate in the 
susceptible lymph glands located there, and 
the cold is on its way. 


A new use for television has just been re- 
ported. A $200,000 contract was signed by 
representatives of General Motors and Du 
Mont Laboratories with one party in New 
York, another in Washington—each looking 
at the other via television while signing the 
contract. Who knows, some day it may be 
possible for a person to live in utter seclusion, 
yet have all sorts of visual, vocal and written 
contact with the outside world via his tele- 
vision apparatus. 


The famous British scientist, J. B. S. Hal- 
dane, suggests that somebody carve on his 
tombstone that he is the first man to taste 
oxygen. Professor Haldane substantiates his 
claim in describing some investigations car- 
ried out by himself and associates during the 
war on the way high air pressure affects hu- 
man beings. It seems that oxygen can really 
be tasted when breathed at a pressure of about 
90 pounds. According to Haldane, it tastes 
sweet, sour, and a little prickly—something 


. like dead ginger ale. At such high pressure, 


oxygen causes convulsions such as those af- 
flicting epileptics. 
e e 


We never cease to be amazed at the 
marvelous, weird and strange creatures 
and their odd behavior patterns which 
Mother Nature has bestowed upon the 
world. Such a narrow field as the breeding 
habits of fish affords so many peculiari- 
ties, for example, that an entire lifetime 
would hardly be sufficient to catalog them 
all. Herewith are a few examples we have 
noted recently from among the fish: There 
is a catfish which inhabits the streams of 
Guatemala, in which the male incubates 
the eggs in his mouth, and even carries the 
young there until they are large enough 
to fend for themselves. Along our own 
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Southern Coast is found the sea horse, 
in which species the male has a pouch on 
his belly in which the eggs and young are 
carried. The male stickleback, which lives 
in streams and lakes in the Middlewest, 
constructs a beautiful nest of sticks and 
takes care of the eggs which his mate lays 
therein, and his offspring until they can 
look after themselves. A most curious 
phenomenon among fish is that of the 
deepsea angler, a really hideous animal 
that is all head and mouth, in which the 
male is a parasite upon the body of the 
female—in fact, it has no head, eyes, or 
digestive organs of its own, and must eter- 
nally depend upon its mate for the neces- 
sities of life. Another unusual fish is found 
in the headwaters of the Amazon and its 
tributaries. It penetrates the urethra of 
men and other animals who venture to 
swim or bathe in its vicinity. There it ma- 
tures and releases its eggs—it is said that 
a painful surgical operation is required to 
remove the fish. 


A Chicago man has had a gold medal 
struck off and presented to his wife for 
driving an automobile 300,000 miles 
without an accident or a traffic ticket. 
The National Safety Council, hearing the 
news, decided that the gentleman had 
something, so it announced the forma- 
tion of a national club of safe women 
drivers, to be known as ““Wonder Wives.” 
Any wife who has driven 10,000 miles or 
more without an accident or traffic vio- 
lation, and who can get her husband to 
sign an affidavit to that effect, can join. 


The Highway Safety committee of the High- 
way Transportation congress estimates that 
losses through highway accidents now amount 
to about $1,000,000,000 a year, and might 
easily be increased by $200,000,000, with the 
recent upswing of post-war traffic. The Con- 
gress proposes to take a very active part in 
inducing state legislatures throughout the 
country to adopt stringent measures in the 
control of traffic problems, and to intensify 
educational campaigns to the driving public. 
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frank Gail 


(See Front Cover) 


I‘ New Jersey, one of the active members of the state advisory health council to 
administer the Hospital Construction and Survey Act is Frank B. Gail, president 
of the state hospital association. 

Mr. Gail’s present affiliation with the hospital field is as executive vice president 
of the hospitals company operated by the Manufacturers Association of New Jersey. 
This company is owner of an insurance company which is one of the largest writers 
of casualty insurance in the state, and in this capacity, operates four large industrial 
clinics located strategically throughout the state, caring for industrial and occupa- 
tional injuries of employes of insured industrial companies. Under Mr. Gail’s direc- 
tion, these clinics will be expanded, providing more complete service to industry. 

In this administrator’s career, the depression was the “hand of fate” directing him 
to his first hospital administrative position. It was preceded by eight years of 
“apprenticeship” as a hospital trustee. 

To “begin at the beginning” as all proper biographical sketches should do. . . . 
Mr. Gail was born in Philadelphia, arriving in Camden, N. J., with his parents at 
a very early age. Economic circumstances forced him to enter the business world 
before completing high school, so he continued his education “the hard way”, attend- 
ing Pierce business college, and finally the Wharton school of the University of 
Pennsylvania, in all, about eight long years of evening school attendance. 

For 25 years, preceding his hospital experience, Mr. Gail was employed in a large 
leather tannery, was office manager of the concern when it became a victim of pre- 
vailing business conditions in 1932. He had been, for the preceding eight years, on 
the board of trustees of the West Jersey Homeopathic hospital, and this group then 
asked him to take over the business management of the institution. He did so for 
seven years, becoming executive head upon retirement of the superintendent. He 


‘left this position this year to take over his hospital duties with the Manufacturers 


association. 

Mr. Gail has supplemented his hospital education by attendance at six summer 
institutes at the University of Chicago, and is a member of the American College of 
Hospital Administrators. He is a member of the A.H.A., the New Jerscy Hospital as- 
sociation, and the Philadelphia Hospital association, serving on the executive commit- 
tee of the latter group. He is also a trustee of the Hospital Service Plan of New Jersey. 

Mr. Gail plays an active role in the life of his community, was president of the 
Council of Social Agencies in 1944, president of the Camden Rotary club in 1931 
and 1932, has been, since 1926, a member of the five-man commission which operates 
the community water utility owned by the municipalities. He has been secretary ot 
this group since 1941. For 35 years Mr. Gail has been treasurer of the First Baptist 
church of Camden. 

Athletics has been this administrator’s principal hobby. He used to pitch on one 
of the best amateur baseball teams in his section of the state, and participate in the 
local tennis tournaments. Now, to use his phraseology, he has “degraded himself by 
taking up the gentle game of golf in the summer, and bowling in the winter.” “My 
present golf club handicap,” he writes, “is 8, and I average about 175 on the bowling 
alley. Perhaps I’m bragging.” 

Mrs. Gail was a school teacher, and his two daughters taught Latin and English 
in the local high school before they married. The Gails have one granddaughter. 
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GOOD MEDICAL RECORDS—A BY-PRODUCT OF 
ADMINISTRATOR INTEREST” 


URING the past months, administrators 

have had their attention and energy so 
absorbed by day to day problems that many 
have felt they could not extend themselves 
beyond those things which we might roughly 
call basic operation. These things include 
maintaining sufficient personnel to give ade- 
quate care to patients, maintaining an inven- 
tory of the necessary supplies, and keeping 
enough funds on hand to pay for them and 
to meet the ever-increasing payrolls. 

Somehow or other this has been accom- 
plished in most instances. With crossed 
fingers we have sent patients home and 
wondered if we would be able to give ade- 
quate care to the new admissions who would 
occupy their still warm beds. Through the 
war years we fondly looked toward the day 
when it would be over—with our doctors and 
nurses returned, and with supplies, equip- 
ment, and repair parts available at reason- 
able prices and deliveries. “Then,” we said, 
“we can give our attention to the long range 
things that will help to raise our standards 
and make for better medical services in our 
communities.” 

Today some of us who are going through 
our first postwar period are waking up to 
the realization that our war is far from won, 
and that we can expect to be required to 
battle out our problems well into the unfore- 
seeable future. We are beginning to realize 
that the end of the war brought no peace- 
ful paradise to our fronts, and that somehow 
if we are to realize our long range aims, we 
must find ways to accomplish them in spite 
of the daily stream of problems. 

Probably no aspect of hospital service has 
suffered more than medical records. With 
medical staffs cut in half and with resident 
staffs entirely eliminated from some _ hos- 


* Delivered, 1946 A. H. A. convention, Philadelphia. 
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James L. Dack, Administrator 
Community Hospital 
Battle Creek, Mich. 


pitals, medical records became an unwelcome 
burden prepared in a relatively perfunctory 
manner. Many medical record departments’ 
files became filled with incomplete records, 
and finally in desperation the records were 
signed on the fact sheet and filed away full 
of “negatives,” and lacking in histories and 
progress notes. Administrators saw this and 
winced, and then went about some business 
of more immediate necessity. 

The time has come when we can no longer 
by-pass this aspect of our hospitals which is 
so important in the long run to the standards 
of medical practice. We say that the ad- 
ministrator is in full charge of the hospital. 
Let us be generous and say that he works 
eight hours a day. According to our organiza- 
tion of the hospital, there may be six to a 
dozen departments—of which one is medical 
records. It would be foolish to attempt to 
suggest the portion of his day which should 
be devoted to the improvement of medical 
records, and yet if his attention is not directed 
toward this department more than, say, fifteen 
minutes once a week, most of us would be 
inclined to feel that the administrator wasn’t 
much interested. 


Allocation of Time 


Now, no one is going to follow the ad- 
ministrator around with a stop watch to 
see how much time he spends in the record 
room, but we may receive some impression 
of what value the hospital places on its 
medical records by the sort of quarters it 
occupies. Of course, spacious accommoda- 
tions never will produce good medical rec- 
ords, but if the record room is in a dusty 
corner of the basement, it does not make much 
of an impression on the physician who pre- 
pares the record. Light, airy, well furnished 
rooms, conveniently located, will do much 
to encourage the doctor to stop in, and once 
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the doctor is in the record room, the prob- 
lem is half solved. Some hospitals find it 
helpful to have their medical library ad- 
joining the record room, or possibly occupy- 
ing the same room if it is large enough. 

Of course, many hospitals are crowded to 
the point where such spacious accommodations 
are now out of the question. Many of these 
hospitals however, are planning for expan- 
sion just as soon as building is practicable. 
The administrator who recognizes the im- 
portance of the hospital’s medical records 
will be most anxious to see that enough space 
is provided in the new wing or building 
for the record department. I want to em- 
phasize again the importance of location. 
In many respects doctors are queer creatures, 
not the least of which is a reluctance to go 
over ten steps out of their way to seek the 
record room. Once there, they may work 
both willingly and diligently. 


Another Requisite 


Well-trained personnel is another require- 
ment of the good medical record department. 
The American Association of Medical Record 
Librarians has done much to raise the stand- 
ards of personnel in the medical record de- 
partments of the larger hospitals. Admin- 
istrators should encourage their medical 
record staffs to meet the requirements for 
membership and also to participate in the 
association’s activities. Unfortunately the ac- 
credited schools for training medical record 
librarians are so few, and turn out such a 
small number of graduates annually, in rela- 
tion to the number needed, that it is impos- 
sible, even theoretically, to have all hospitals’ 
record departments under the direction of a 
registered librarian. 

Administrators in small hospitals must face 
this problem realistically, but they should 
make a genuine attempt to have their record 
staffs given all the training possible. It may 


_be that a short course is all that is available; 


if so, make the most of it. Perhaps there is 
a neighboring hospital with a well-trained 
record librarian. I think you will find most 
of them and their superintendents glad to be 
of help where possible, either for consultation 
or perhaps to the extent of taking the person 
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into the department as a clerk or assistant 
for apprentice training. In Southwestern 
Michigan one of the hospitals with a good 
record department was prevailed upon by 
others in the area to hold a course of train- 
ing for their medical record personnel. This 
was the Hillsdale Community Health Center. 
Assistance was sought from the local junior 
college. A very fine program was developed. 

Until this Fall, we have not been able to 
have a resident staff in our own hospital, and 
we found that our records had become woe- 
fully inadequate so far as progress notes, his- 
tories, and physicals were concerned. We 
had the good fortune to have with us for a 
short time a well-trained stenographer who 
could take medical dictation, and who was | 
available about three hours a day. When this 
young lady was assigned to the floors, and 
made available for taking progress notes, 
histories and physicals, we were surprised to 
find that simply by calling attention to these 
things in this way, considerable improvement 
was obtained. Many of the doctors did not 
dictate to her but they were all reminded of 
their deficiencies, and the hospital’s interest 
in these things was emphasized to them. 

I think it might be well to mention here 
the value of dictating machines in certain 
strategic places in the hospital. Even a rather 
small hospital can justify at least one machine 
in the operating room area. 


Medical Staff Cooperation 

So far we have been talking about ways in 
which the administrator can help his hospital 
to have good medical records through pro- 
viding the right kind of accommodations, 
personnel, and equipment. Let us turn our 
attention now to the approach through the 
medical staff of the hospital, for this is the 
source of the record. I believe that the most 
important single thing which the administra- 
tor can do to encourage good medical records 
is to provide for a medical review of the 
record. This ordinarily cannot be done di- 
rectly, but rather it must be accomplished 
through the interest of a few well qualified 
and influential men on the staff. Helpful co- 
operation will often come from the group of 
younger staff men who not only recognize the 
value of good records, but who also are will- 
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ing to put themselves out in order to show 
their professional development, and thereby 
to justify their promotion in the medical staff. 


However it is accomplished, having the 
medical record of his patient reviewed by a 
medical group has a great influence on the 
writer of a medical record. At this point 
it becomes clear that what we mean when 
we say “good medical records” is “good 
medical practice.”” When the physician knows 
that his professional work is being reviewed 
by his own colleagues there is an added 
stimulus. I do not feel that this in any way 
depreciates the importance of the doctor’s 
first interest in the well-being of his patient. 
A doctor may take considerable professional 
pride in having his records well prepared, but 
much of this professional pride is not fully 
exploited unless his records are brought be- 
fore the attention of his colleagues. 


The actual procedure for accomplishing 
this may vary considerably from one hospital 
to another. One method is for the medical 
records committee of the staff, appointed so 
as to represent all departments, to review all 
the records of the hospital currently and to 
report to the executive committee of the staff 
which has the responsibility of recommend- 
ing to the credentials committee advance- 
ments for the men in the several departments. 


Penalizing the Negligent 


The question often arises, what can we do 
about those few who flagrantly violate the 
requirements of the hospital and staff regard- 
ing medical records? The obvious answer: 
“Restrict or withdraw their hospital privi- 
leges,” sends a slight shudder through the 
timorous administrator. He fears that reper- 
cussions will reach his Board of Trustees. 
That administrator is forgetting that the re- 
mainder of the staff who are doing a good 
job on records may be silently very dis- 
gruntled about the backsliding colleague, and 
will recognize that the hospital is being unfair 
in granting the same privileges to those who 
do not follow the requirements as to those 
who do follow them. So far as losing the 
financial support of the erring doctors’ 
patients is concerned, the probability is that 
the hospital will be amply repaid through 
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the prestige it will gain in the eyes of the 
conscientious. 

In a hospital article several years ago, 
William B. Seltzer told of the method used 
by the Bronx hospital in New York City. 

1. The medical record librarian sends a 
card to the physician if his record is 
delinquent over three days. 

2. If it is not completed within one week, 
another card is sent. 

3. If the record is still incomplete at the 
end of two weeks, the dector receives a 
letter from the administrator advising 
him that his hospital privileges will be 
withdrawn if the record is not com- 
pleted within five days. 

These steps take courage and the admin- 
istrator must be sure of his ground. He must 
know his medical staff, he must know that the 
hospital is doing its part so far as the record 
department is concerned, and he must know 
that his Board of Trustees will stand behind 
him. 

: e 
Truman Appoints New Surgeon 
General of the Navy 


Capt. Clifford A. Swanson has been ap- 
pointed Surgeon General of the Navy and 
Chief of the Bureau of Medicine and Surgery. 
succeeding Vice Admiral Ross T. McIntire. 
Admiral McIntire was appointed to that posi- 
tion by President Roosevelt in 1938. 

Capt. Swanson, who takes the rank of Rear 
Admiral with his appointment, is from Mar- 
quette, Mich., graduating from the University 
of Michigan medical school in 1925, and. en- 
tering the medical corps of the Navy in June 
1925. He is a member of the American Acad- 
emy of Ophthalmology and Otolaryngology. 

Admiral McIntire is due to retire in a short 
time, upon completion of 30 years of active 
duty with the Navy. 


Change in VA Nurse Corps 


Beginning in January, VA nurses will wear 
the official cap of the nursing school from 
which they graduated, or else the standard 
VA cap ... minus the varying widths of 
black velvet ribbon which for the past 20 
years has designated their grade and position. 
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Study Launched on Nuclear Energy 
The U. S. Public Health Service and the 


Monsanto Chemical Company will join their 
efforts in a research program to determine 
the effect of nuclear radiation upon living 
cells. Some of the questions for which an- 
swers will be sought are: 

What is the lowest dosage of radiation 
which will interfere with the normal function 
of a cell? 

Will this effect be the same if the minimum 
energy is given in a fraction of a second or 
spread over many hours? 

Will this effect be the same if radiation 
originated outside the cell or was emitted 
within the cell? 

* e 


About a Bazaar 


Proof that bazaars can be good entertain- 
ment and excellent fund-raising projects was 
evident at the “Aisle of Gifts,” annual sale 
presented by the Women’s Auxiliary Board 
of Wesley Memorial hospital, Chicago, Nov. 
15 to 16. The affair netted the organization 
two thousand dollars. On display were hand- 
made aprons, towels, handkerchiefs, fancy 
work, baby goods, novelties, dolls and food 
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delicacies. Since 1901 the hospital’s auxiliary 
have been carrying on such projects, which 
initially financed the first nurses’ home. The 
1946 proceeds will go toward establishment of 
a loan fund for internes and nurses, giving 
financial aid to those who need it to complete 
their training. 
e 


Navy to Ask for Special 
Scientific Corps 


The Navy will ask the 80th Congress for a 
ruling permitting establishment of a separate 
corps of specialists in the sciences allied to 
medicine, such as chemistry, nutrition, biol- 
ogy, etc. The creation of the separate corps 
would permit transfer to the regular navy of 
reserve and temporary officers who now can- 
not be given permanent status because of not 
being able to qualify as medical officers. 


Doctors Selected for Women Vets 
Dr. Margaret D. Craighill, VA’s chief con- 


sultant on medical care of women veterans. 
has announced the selection of 10 women 
doctors to serve in branch offices throughout 
the United States. . 


_ One of the main 
attractions at Wes- 
ley’s Bazaar was 

‘the doll booth. 
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By MICHAEL KOENIG, M.D. 


N°! even a half century old, the 

Christmas Seal is today a 
world-wide tradition. There is no 
doubt that its success is due to the 
fact that its message of good will and 
selfless love fits in so well with the 
spirit of Yuletide. 

It is out of this spirit that the 
idea of the Christmas Seal was born 
in the mind and heart of Danish pos- 
tal clerk Einar Holbgll. In 1903, as 
he observed the gaily decorated flood 

| 


of Christmas mail, he conceived the 
idea of attaching to each letter and 
package a penny seal that would buy 


10 

| 

. happiness and a promise of health to | 


those children of Denmark who were 

the victims of the White Plague of 

tuberculosis. He thought that a hos- | 

pital could be built out of this little 

donation, to care for these children. 
Supported by his friends, he ob- 

tained the consent of the Danish 

King Christian IX, and in 1904 the 

world’s first Christmas Seal, as we 

know it now, made its appearance, | 

bearing on its face the portrait of 

Queen Louise. The seal gained such. 

popularity, that by 1910 Holbgll’s. 
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dream was realized and the sanatorium built. 
Other Scandinavian countries followed suit: 
Sweden in 1904, Norway in 1906. 

The death of Holbgll in 1927 was com- 
memorated by a Christmas Seal bearing his 
likeness on a mustard colored background. 
This color was a reference to the biblical 
parable about the mustard seed, the smallest 
of all, that in a right soil grows into a shady 
tree, capable of giving a welcome shelter to 
the weary traveler and a home to birds. This 
is indeed true of the seed planted by Holbgll 
in the soil of human kindness, for by now 
there is hardly a country that does not use 
the humble Christmas Seal to combat the 
giant Killer, Tuberculosis. 

Certain it is that the United States Christ- 
mas Seal is a direct outgrowth of the Danish 
idea. The 1946 sheet of seals contains por- 
traits of four people who contributed most 
to its development: Riis, Bissel, Von Valken- 
burg and Hodges. 

Jacob Riis, the Danish-American social 
worker and journalist, to whom Theodore 
Roosevelt referred as “the nearest to the ideal 
of American citizen,” received in 1904 from 
his native Denmark a letter with the sad news 
of the death from tuberculosis of his two 
brothers, his aunt and a friend. This letter 
also bore several of the first Danish seals. 
Having found out the significance of the seals 
and moved by the tragic news, Riis became 
imbued with an idea of using the same 
means to combat the 150,000 yearly tuber- 
culosis deaths in the United States. On July 6, 
1907, he wrote a fervent appeal in the “Out- 
look” magazine. 

Of all who sympathetically read the article, 
only Miss Emily P. Bissel did something 
about it. She was the Secretary of the Dela- 
ware Branch of the American Red Cross. At 
that time her aim was very limited: she 
wanted to save her little open air tuberculosis 
hospital on Brandywine River from extinction 
for the simple lack of funds. Hoping to raise 
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the needed three hundred dollars, she de- 
signed the seal, borrowed $40 to print it, and 
on December 9, 1907, the sale was opened in 
the corridor of the Wilmington, Del., Post 
Office: an envelope of 25 seals for 25 cents. 
But the sale was slow... 

She then appealed to Von Valkenburg, the 
editor of the Philadelphia North American. 
L. M. Hodges, who wrote the column “The 
Optimist” in this paper, immediately grasped 
the human interest possibilities and gave a 
wide publicity to the seal in his column. 
Especially striking was his story about a little 
newsboy who, hearing of the seal, put down 
a copper and said: “Gi’ me one. My sister’s 
got it.” Von Valkenburg purchased the entire 
issue for distribution among his readers, 
but so great was the demand that a second 
issue, with a “Happy New Year” added, had 
to be printed. Instead of $300, Miss Bissel’s 
little hospital realized $3,000. 

From that year on a seal was issued yearly, 
the campaign and distribution of it, on a 
national scale, being conducted by the Amer 
ican Red Cross until 1920, when the National 
Tuberculosis Association took over. From 
the original $3000 in 1907 and $135,000 
raised nationally in 1908, the sales increased 
to over $15,000,000 in 1946. These funds 
brought results in a tremendous decrease in 
the death rate from tuberculosis, which at 
one time headed the list of causes of death 
in the United States. 

Unfortunately the war with its privations 
and stress brought in its wake an appalling 
increase of tuberculosis throughout the world 
and, to a degree, in the United States. It is 
imperative that this increase be stopped im 
mediately. The program of the National 
Tuberculosis Association must be expanded 
lest more young lives be lost than in the war 
itself. The penny seal extends the promise 
of life to those who need it. 


e 

Hospital Named for America’s 
America’s First Saint 

The first major institution in the United 
States to bear the name of America’s first 
saint, recently canonized St. Francis Xavier 
Cabrini, is a Catholic hospital to be erected 
in Alexandria, La. 
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Food Institute Well Attended 


More than 150 people attended the first 
institute on hospital food service sponsored 
by the A.H.A. in Chicago Dec. 2-6. 

General discussions showed the keen in- 
terest of hospital administrators, dietitians 
and instructors in food service problems, re- 
ports Margaret Gillam, Institute Director. 

Discussions included details of location, 
layout, equipment and transportation for in- 
stitutions of varying sizes; also space alloca- 
tion, new development in materials and con- 
struction of fabricated equipment, proper 
sanitation standards, special diet administra- 
tion, vertical and horizontal food transporta- 
tion, ventilation and air conditioning, dish- 
washing, storage and refrigeration problems, 
and current construction problems. Future 
developments in food processing were dis- 
cussed, and many suggestions were made for 
improvement of equipment. 


Research in Fluorine 


Whether or not fluorine content in water 
adds to the health of one’s teeth is a theory 
in the experimental stage at the Zoller Me- 
morial Dental Clinic headed by Doctor J. Roy 
Blayney, at the University of Chicago. 

This 15-year testing period will deal with 
the examinations of children within the age 
groups of 6 to 8 and 12 to 14. The base line 
produced will illustrate the effects of fluorine 
on these children at their present ages and 
as they grow older. 

e 


Hospital Converted to Classroom 


The University of Illinois has taken over 
the Mayor General hospital in Galesburg, IIl., 
for the accommodation of 24,000 students, 
chiefly ex-GI’s, this fall. On Oct. 15, the 120 
buildings formerly used for GI patients be- 
came classrooms. 

e 
Hertwig—New Hospital Warden 


Fred A. Hertwig has been appointed Cook 
county hospital warden, to assume his duties 
Jan. 1. Hertwig has been manager of the 
Georgian hotel, Evanston, Ill. for 15 years. 
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Fiesta P roves rofitable 


GAY Pan-American fiesta in Chicago 

Nov. 30 was the first major venture at 
staging a benefit for Alexian Brothers hospi 
tal. A highly successful affair, it cleared 
$15,000, which will go into a fund for an 
extensive modernization program. 

Girls attired in colorful Latin-American 
costumes, stars of radio, screen and night club, 
also two dance orchestras contributed to the 
festivities of the dinner dance held at the 
Palmer House. A large delegation of Latin- 
American consuls and their families attended 
the party. 

Active in the ticket-selling and other fund- 
raising activities for the fiesta were the Alex- 
ian “Charity Commandos,” a section of the 
women’s auxiliary. The latter, incidentally, 
now has approximately 900 members. There 
were 1] chapters of “Commandos” organized 
for this event, many of whom served as flowe1 
and cigaret girls, dressed in authentic Latin- 
American costumes. The hospital Foundation, 
a men’s group, organized March 13, 1940, to 
aid in the financial support of the hospital, 
now has a roster of more than 500. 

Heading the list of prominent sponsors for 
the fiesta were Governor and Mrs. Dwight H. 
Green, and Mayor and Mrs. Edward J. Kelly. 
Substantial support for the venture was given 
by the metropolitan, community and suburban 
press. Highlight of the publicity was a three- 
page picture “spread” on the services of the 
hospital, in the Nov. 23 rotogravure supple- 
ment of the Chicago Daily News. 


An Old Institution 


The Alexian Brothers hospital, an institu- 
tion for male patients, was established in Chi- 
cago shortly after the Civil War, but the 
history of the Alexian Brothers extends back 
nearly six and a half centuries. 

The earliest mention of the order is about 
the year 1300 when it maintained an institu- 
tion at Mechlin, Belgium, under the direction 
of Tobias Verhoven, a Belgian nobleman. At 
that time, the members were commonly known 
as the Cellites. 

In prescribing the statutes of the congrega- 
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tion, the founders dictated that it should be 
the duty of the Brothers to practice charity 
and to devote themselves to the love of God 
and mankind by nursing the sick, caring for 
the insane and burying the dead. In this 
work, it was emphasized, there was to be no 
distinction as to race or creed. 

It was not until 1472 that the Brothers were 
formally organized into an approved religious 
community. At this time they chose St. Alex- 
ius as their patron and called themselves the 
Alexian Brothers. 


The Order Expands 


In 1865 Brother Bonaventura was sent to 
the United States to extend the order’s chari- 
table work. After a perilous ocean voyage, 
including shipwreck, he made his way to Chi- 
cago, where he was aided by a group of public 
spirited citizens in obtaining a parcel of land 
at what is now Schiller and Dearborn Streets. 
Here America’s first Alexian Brothers Hospi- 
tal was established in an humble frame house. 

From this small beginning developed a sec- 
ond and larger hospital at the corner of what 


is now Orleans Street and North Park Avenue, . 


near North Avenue. The Brothers put every 
effort into making this structure a model insti- 
tution, but it fell victim to the great fire of 
1871. Out of the ruins, there arose a third 
and even better home for the care of Chicago’s 
sick and needy. This hospital served its in- 
tended purpose until 1896 when the present 
institution at 1200 Belden Avenue was built. 
The facilities here were augmented by the 
accredited school of nursing. 

The Alexian Brothers now have five insti- 
tutions in this country, each of which operates 
as a separate entity. There are approximately 
70 Brothers at the 225-bed Chicago hospital 
whose chief responsibilities are the nursing 
and care of the sick, but who also perform 
tasks ranging from kitchen and boiler room 
work to technical laboratory activities. They 
are assisted by some 225 lay employees. 

Brother Silverius, who came to the hospital 
20 years ago as a young postulant, is admin- 
istrator of the institution. 
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HODGE PODGE 


by Random notes of this and that gleaned from hither 


BRENDAN PHIBBS, M.D. 


and yon, to give a lighter touch to more serious affairs. 


FE VERY now and then I take a long look 
at this chromium plated rabbit’s warren, 
and find myself sighing for the horny-handed 
charm of the Bopfingen institute. 

Bopfingen is a pretty little half-timbered 
town in a wooded valley in Wirttemberg 
Province, where the 56th Armored Infantry 
Battalion was occupied in occupation, right 
after V-E Day. 

Old painful scarred wounds and new pain 
ful inflamed urethrae added up to a sick-call 
line that stretched down the main street like a 
snake every morning. The nearest evacuation 
».ospitals were staffed by opium-eaters who 
delighted in sending back comatose patients 
marked “Duty.” What to do? We thrashed 
about a few days, and decided to go into 
business for ourselves. We made a hospital 
right in Bopfingen, so help me. 


The leading Nazi in town owned a beau 
tiful little house set in a rose-covered garden. 
He owned it, but not for long. Sgts. Feehan 
and Glassman showed up with a couple of 
Civile Eintritt Verboten signs. The debate 
was short, vigorous and one-sided. We had 
a house. 

An eminent local botanist owned a micro- 
scope. Since he had been a loud-mouthed 
exponent of some unscientific racial prejudice, 
he was allowed to do penance and insure his 
seat in heaven by donating the microscope. 

A couple of officers in the line companies 
were (shall we say?) something more than 
friendly with some nurses in the nearby 
evacuation hospitals. Getting stains, reagents 
and glassware was too easy—there was prac- 
tically no ingenuity involved. 

A few days, and I was sitting in the big 
sunny treatment room, listening to the boys 
run the business of admitting and sorting the 
sick. A rumble and clank told us a half track 
had arrived from one of the companies. Much 
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shuffling along the walk, then, and the aid 
man’s voice: 


“Baker comp’ny! Marshall, Lieberman, 
Pajowicz, Swanson—yer goldbrickin’ again 
Swanson, git to the end of the line— .. .” 

The ailing tramped into the reception hall, 
where they were greeted by the patients al- 
ready in waiting; 

“Watch wit’yer feet! What the hell yuh 
think yer doin’ wit them gunboats! Siddown!” 

Rapid histories were elicited by Sgt. Fee- 
han: 

“Who hung the mouse on yuh, O'Reilly?” 

“You got what? Again? Go in the back 
room and leave Pico take a smear. Ainchuh 
ever gonna learn?” 

While the first patients were being seen, 
the remainder took advantage of the cultural 
and recreational facilities of the institute. 
These were: 

(a) standing in the garden and leering at 
the passing frauleins 

(b) joining the nickel-and-dime stud game 
around behind the house 

(c) sleeping, any place and in any posture. 


Everybody had his temperature taken. 
Everybody, believe it or not, got a thorough 
physical if there was any indication. There 
was plenty of rheumatic fever in these young 
men for instance, if one only used one’s 
stethescope on everyone who complained of 
a “cold.” 

The company aid man received the medi- 
cations and instructions for care: “two of 
these pills every four hours, and two canteens 
of water this afternoon, and no acct 
around; flat in bed... .” 

(Yuh hear that what the Doc said? None ot 
them trips to that there Gasthaus, get it? ) 

Our minor surgery we did later in the 
morning. The aid men combed the companies 
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for cysts, wens, and the like, and each aid 
man was allowed to do the stitching on the 
cases he brought in. The amount of tongue- 
stuck-out-eyes-screwed-up concentration the 
boys put into one stitch was beyond imagin- 
ing—so was the immense kick they got out of 
doing it. 

Sore back—that plague of the Army—we 
really gave the works. We injected sciatics 
with novocaine, we went through Christo- 
pher’s manipulations, we put on_ plaster 
jackets. As Petro muttered once: “Gee, we 
do everythin’ to them birds except dance 
aroun’ ’em wit’ a tom-tom.” 

At that time the Army had the quaint no- 
tion that acute gonorrhea could be cured by 
one course of 100,000 units of penicillin. 
When we saw our recurrence rate go over 
50 per cent, we took the bit in our teeth. 
Every man who returned from a V.D. center 
got two weeks of intensive sulfa drug therapy, 
ending up with a night of fever therapy (by 
means of a cc. of boiled milk in the buttocks) . 
Whatever did it, our results were pretty good. 

Anyway, it was all more fun than I’ve ever 
had before or since. And the cream on the 
icing came when I walked down one morning 
to see the sign some of the boys had made 
for us, and put up over the gate of the Bop- 
fingen Institute: 

“56th Armored Infantry Battalion 
Aid Station 
24-hour-a-day service! 


LIMP IN—LEAP OUT!” 


Peak Year for Polio 


The year 1946, with its total of 23,371 


polio victims reported up to Oct. 26, was the 
highest peak year-for the disease since tragic 
1916. ‘The; National Foundation for Infantile 
Paralysis speht $7,573,714, or over 90 per 
cent of the funds administered by the national 
headquarters, for medical and hospital care 
of patients, preventive research and educa- 
tion of professional personnel. 

The impact of the recurring epidemics was 
such that it cut the Foundation’s reserve for 
epidemic aid from $4,000,000 to $500,000, 
and will wipe it out entirely before the end 


of the year, according to Basil O’Connor, 
president of the Foundation. 

This was the fourth consecutive year of 
high incidence for the disease. 


e 
How About Your Fire Equipment? 


Just another warning about regular check- 
ups on your fire fighting equipment. Examine 
the extinguisher shell, particularly in the case 
of soda acid and foam types, for dents caused 
by falls, and for signs of weakening at the 
seams. Bulges in the shell indicate that the 
unit has been subjected to freezing or insuff- 
cient venting of pressure. Evidence of solder- 
ing or other makeshift repairs are also indi- 
cations that the extinguisher may not be safe 
for use. Soda acid or foam extinguishers 
should be checked on hydrostatic testing 
equipment for their ability to withstand pres- 
sure to 350 pounds. 

Rubber hose should be examined for cracks 
or loss of flexibility, especially where sub- 
standard extinguishers bearing EAS approval 
are concerned. Made during the war, these 
“Emergency Approved” models were con- 
structed of substitute materials which are sub- 
ject to rapid deterioration. Porcelain enamel 
coatings, used on interior parts of EAS pump 
tanks and foam extinguishers, should be in- 
spected for cracks. 

Carbon dioxide extinguishers should be 
examined for corrosion, damage to the horn, 
clogging of the discharge nozzle, and damage 
to the valve. The extinguisher should be 
weighed to make sure the valve is still gas- 
tight. The cylinder should be subjected to 
hydrostatic test for its ability to withstand 
pressure to 3,000 pounds. 


New Mental Hygiene Project 
in New York 


The first mental hygiene service for children 
of pre-school age in New York opens this fall. 
The center will include a child guidance clinic, 
a nursery school, and facilities for consulta- 


‘tion with parents. It will operate on a three- 


year experimental basis, supported jointly by 
the New York section of the National Council 
of Jewish Women. 
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Wonawide use of Pentothal Sodium by military and civilian 
surgeons and anesthetists in recent years has been reviewed in an extensive store 
of literature. Nearly 800 reports since 1934 cover every phase of intravenous 
anesthesia with that agent. Result: the surgeon today has an impressive record 
of experience to guide him in the use of Pentothal Sodium—its indications 
and contraindications, advantages and disadvantages, precautions and techniques of 
administration. With such a guide, the surgeon can use Pentothai Sodium 
with more effectiveness, increased safety and greater convenience— 
factors that widen the scope of intravenous anesthesia. 
Assott LaBoratorigs, North Chicago, Illinois. 


New 
Pentothal 
Film: 


piturate, Abbott] 


Medical groups interested 
in intravenous anesthesia may 
arrange for the showing of 
a new motion picture film on 
the use of Pentotha] Sodium 
by writing to the Medical Depart- 
ment, Abbott Laboratories, 


North Chicago, Illinois. FOR INTRAVENOUS ANESTHESIA 
DECEMBER, 1946 
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THEY SAY THAT... 


In our relationships with handicapped per- 
sons we are reminded daily that the degree of 
disability is not in direct proportion to the 
degree of bodily impairment. Because there 
is so universally a lack of understanding of 
the implications of their disability, because of 
their frustrations of personal achievement and 
because of their insecurity resulting from so- 
cial and economic dependence, our patients 
need assistance in working out a mode of life 
suited to their limitation of capacities. The 
way they feel about their illnesses is as impor- 
tant as the brand of surgery or medical care 
we procure for them.—Dr. J. Masur before 
the District of Columbia-Maryland Hospital 
association. 


The real importance of a hobby, whatever 
it may. be, is that the individual should have 
one, and that it remain only a hobby. Its 
chief function is to provide change and rest 
from regular duties before they become irk- 
some. Such relaxation can add years to a 
person’s life and make all of his years far 
more pleasant.—FEditorial, Philadelphia Medi- 


cine. 
e 


Employers and employees should approach 
the solution of nurse shortage in a spirit of 
experiment and evolution, with sincerity and 
candour, respect for individual rights and a 
determination to find a way out. The first 
step is to restore the patient to the center of 
the hospital. Make his comfort and safety the 
first consideration. Individualization of the 
patient and the personnel who provide the 
service will set the tone of the hospital and 
revive the spirit of service.—EmiLy J. Hicks, 
R.N., in Trained Nurse, and Hospital Review. 


Another item which is capable of causing 
annoyance out of all proportion to its signifi- 
cance, is the time-honored practice of making 
up beds, plus patients, with square corners. 
For the under sheet, this is a “must,” but dear 
reader, have you ever tried to rest in bed with 
the covers mitered at the foot? I have, and 
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no one but an amputee could possibly be com- 
fortable in such a bed. Which is more impor- 
tant—the way the bed looks, or the way the 
patient feels?—-ELmira Evans Baker, R.N., 
in Trained Nurse and Hospital Review. 


My feeling is that psychiatrists cannot func- 
tion properly unless they are supported by 
properly trained personnel. I have always felt 
that hospital attendants should be accorded a 
dignity equivalent to the high responsibility 
which devolves upon persons who are taken by 
the patients as their models and ideals, and 
from whose affection and tenderness and gen- 
tleness the patient often derives his chief stim- 
ulus toward recovery. For this work I want 
men and women of that type of character“and 
life philosophy which will enable them to be 
proud and happy in a task which requires so 
much maturity, and so much patience, and so 
much of something for which I know of no 
better word than simply love-——Dr. Kari 
MENNINGER, Winter General Hospital, Topeka. 
Kan 


The tubercle bacillus is an agile animal. It 
appears able to ride the breezes, swim rivers, 
jump valleys and, for all I know, climb trees! 
It has the utmost contempt for city limits. If 
it feels like crossing them, coming in or going 
out, it does so. We can clean up tuberculosis 
in our own communities right down to the 
last bug, but unless the communities to the 
north, the south, the east and the west have 
cleaned up theirs, we haven’t a Chinaman’s 
chance of keeping our town free.—WILL Ross, 
President, National Tuberculosis Association. 


There are a few milestones of progress in 
the field of mental health and mental disease. 
That progress has been made, no one will 
gainsay, but the desired goal is still far off. We 
still consider the neurotic as more or less of a 
weakling who should “get hold of himself”; 
the psychotic as coming from a “tainted” 
family. We still, as often as not, refer to a 
mental hospital as an insane asylum. We still 
permit the judge and not the doctor to make 
the final decision as to the “sanity” or “insan- 
ity” of the individual. We still treat the men- 
tally ill as criminals, give them a “trial,” 
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Vacaliter 


Baxter Parenteral Solutions, first to be * 
‘introduced, have become the standard in 

medicine and surgery. No other solutions BAXTER LABORATORIES 

are used in so many hospitals. Glenview, Illinois. Acton, Ontario 


Baxter is pledged to continue its efforts Produced and distributed in the eleven Western 
to produce the best parenteral solutions —_t¢5 by DON BAXTER, INC., Glendale, California 
available to the medical profession. ate 
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“commit” them, “parole” them, and consider 
them as “on escape” if they leave the hospital 
without the permission of the medical staff. 
There is still a great lag in the application 
of current scientific findings . . . as true in 
the realm of treatment of the mentally ill as 
it is in other fields of health and welfare, per- 
haps even more so because the aura of sus- 
picion and prejudice which has surrounded 
that work in the past—Dr. Rupo.pH Novick, 
in Diseases of the Nervous System. 


Over 400 years ago, Paracelsus said, “Be 
your faith true or false, it will work wonders,” 
and to this day, the faith of the sick person 
in a new remedy, whatever the type of sick- 
ness, has a tremendous effect in alleviating 
the symptoms from which he suffers. That is 
particularly true when the disease affects some 
part of the body that is governed by the 
nervous system, or the nervous system itself. 
It is true also of almost all disease. When 
the patient has confidence in the doctor and 
confidence in the remedy, the patient thinks 
that he feels better and usually does feel 
better.—Dr. R. F. Farquuarson, Head of the 
Dept. of Therapeutics, U. of Toronto. 

e 

Twenty-five or more years ago the accusa- 
tion that hospitals were exploiting the students 
in the care of patients may have been ap- 
plicable to some hospitals. Thank goodness, 
this is not the case today, and even if our hos- 
pitals were slow in correcting a defect, the 
nursing boards of the Department of Educa- 
tion of most of our states have seen to it that 
the student nurse shall get the break which she 
deserves, and that the days of exploitation 
are over.—H. E. BisHop, Administrator, 
Guthrie Clinic, Robert Parker Hospital, Sayre, 
Pa., te the New York Times. 


What’s Your Rating? 


How does your community rate as to hos- 
pital score? Dr. G. Harvey Agnew, when presi- 
dent of the American Hospital association, once 
drew up some questions by which the situation 
might be judged. Here they are: 

1. Are there enough beds for acute dis- 
eases? 
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2. Is there about the right number of private 
rooms and not a surplus? 

3. Are moderately priced accommodations 
sufficient? 

4. Are the poor adequately provided for? 

5. Are communicable disease cases ade- 
quately housed? 

6. Are there adequate provisions for the in- 
curable? 

7. Are convalescents properly cared for? 

8. Are there enough beds for the chronically 
ill? 

9. Do facilities exist for proper diagnosis 
and care of the mild psychopathic and early 
mental disease patients? 

10. Is there a psychopathic ward in one of 
the acute disease hospitals (or must the irra- 
tional patient with undiagnosed uremic poison- 
ing be committed to a hospital for mental dis- 
eases? ). 

11. Is the narcotic addict accepted or must 
he be sentenced to jail to receive treatment? 

12. Is hospital care given to alcoholics? 

13. Is there full cooperation between hos- 
pital and public health authorities? 

14. Is there sufficient follow-up service on 
former ward patients or outpatients to mini- 
mize relapse from neglect? 

15. Are efforts being made to develop a hos- 
pital care insurance plan to lessen the financial 
burden of sickness upon the individual? ~ 

16. Are diagnostic facilities in the com- 
munity adequate? 

17. Do the hospitals of the town or district 


cooperate in supplying a good pathologist or 


biochemist? 


18. Are the hospitals giving leadership in 


preventive medicine? 

19. Are the nurses given the type of train- 
ing that will enable them to meet the outside 
nursing needs of the community? 

20. Are nurses given adequate instruction 
in (a) psychopathic nursing; (b) pediatric 
nursing; (c) public health work? 

21. Do the hospitals have a room for prema- 
ture infants? 

22. Is there an incubator ambulance avail- 
able? 

23. Is there a ready list of blood donors? 

24. Is there a dental clinic connected with 
any of the hospitals? 
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FACTS ABOUT FOOD 


General news about research facts, and 
what’s going on in the field of nutrition. 


Vitamins and Dining Out 


In an expensive restaurant, the gourmet 
may find the bill of fare more to his taste, 
and probably a 
definite superior- 
ity in napery, 
service and at- 
mosphere. But 
when the food in 
restaurants of 
three separate price groups was tested, re- 
cently, for vitamin content, there was very 
little difference between them. Specifically, 
the survey determined the presence of thia- 
mine hydrochloride, riboflavin, and nicotinic, 
pantothenic and ascorbic acids (Jnl. Nutrition, 
June, 1946). 

Researchers Sarrett, Bennett, Riggs and 
Cheldelin reported that adequate riboflavin 
and nicotinic acid were easily procurable by 
selection of varied diets in restaurants, and 
adequate intake of thiamine chloride was also 
possible with judicious selection of meals. 
Ascorbic acid requirements, however, could 
not be met in the usual restaurant fare with- 
out frequent consumption of fresh fruit juices. 


Potatoes and Storage Temperature 


The mealiness of the potato isn’t all’ in 


the cooking. The storeroom temperature has 
something to do with it, too, according to a 
Wyoming experiment station study. 

A warm temperature for potatoes for at 
least part of the storage time, is a good idea. 
says Researcher E. J. Thiessen. Cool temper- 
atures encourage the changing of potato 
starch to sugar, while warmer storage tem- 
peratures may change much of the sugar back 
to starch, restoring some of the original mealy 
quality of the tubers. 

Sugar content, a measure of deterioration 
in quality, varied with storage temperatures 
in Wyoming experiments. Storage at 50 to 
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60 degrees F for 35 days was sufficient to 
change much sugar back into starch, as 
measured by weekly color tests for sugar 
content. 

Other tests made with stored potatoes 
showed a difference in varieties. Bliss Tri- 
umphs deteriorated earlier than Cobblers. 
Irrigated varieties stood up much better than 
dryland varieties. 

e 


Prime Meat Grades Back 


The “prime grade” was restored to stand- 
ards for beef, veal and calf carcasses, effec- 
tive Dec. 3. This grade was suspended on 
Oct. 1, 1942, as a wartime measure intended 
to help conserve livestock feeds, and to bring 
official standards of the Department into con- 
formity with the grade classifications estab- 
lished under maximum price regulations for 


meat. 
e 


Food Prices: On the Up and Up 


Food prices were up an average of one 
per cent from the week of Nov. 11, according 
to Bureau of Labor statistics reported Dec. 3. 

The advance in food prices between Nov. 
12 and Nov. 26 was led by butter, poultry and 
canned fruits and vegetables, according to a 
price study in 12 cities. 

Butter prices were up in all cases, although 
no prices higher than $1 per pound were re- 
ported. Chicken prices rose in seven cities at 
a time when there is usually a seasonal de- 
cline. The highest rise, of seven cents a 
pound, occurred in Los Angeles. 

Canned peach prices rose in 10 cities, 
canned tomato prices in eight cities. Fresh 
green beans rose sharply in nine cities, and 
canned green beans were also on the increase. 

Egg prices were higher in seven cities—in 
Boston, consumers paid, on the average, 64 
cents more a dozen at the end of the week. 
than at the start. 

In eight cities, coffee went up from one to 
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two cents. Bacon, available again in all 12 
cities for the first time since August, went up 
in ten towns, with prices from 65 to 95 cents 
a pound. Other meats went down somewhat 
in most areas. 
Potatoes, more than plentiful this year, 
were higher in six cities and lower in six, 
prices varying from 42 cents to more than a 
dollar for 15 pounds. Orange prices declined 
seasonally. Milk went up one cent a quart in 
Detroit and Houston. Prices for hydrogen- 
ated shortening ranged from 38 to 56 cents 
a pound, as compared to 40 to 50 cents the 
previous week, with supplies short of demand. 
e e 


Keeping the Vitamins 


The water spray which jets over the vege- 
tables in your favorite market may make them 
look fresh and attractive, but actually, sprink- 
ling vegetables does little to conserve the 
Vitamin C content. According to the Depart- 
ment of Agriculture, moisture without refrig- 
eration is of no benefit. 

Tests show, however, that mechanically re- 
frigerated, iced or crushed ice display cases 
are all satisfactory for keeping green vege- 
tables. And packing them in crushed ice as 
they are harvested is an effective way to pre- 
vent deterioration during transportation and 


storage. 
e e 


Carrots Sans Tops 


Carrots, once removed from the ground, 
keep better without their tops. Cornell uni- 
versity experimenters found that the vege- 
tables lost 40 per cent less moisture with their 
tops removed, when kept for seven days at 
room temperature. There was no significant 
food loss resulting from the removal of tops. 
No carotene content was lost on storage. 


e e 
A New Squash Variety 


Disciplining Nature to meet modern mar- 
ket requirements, the U. of Minnesota Agri- 
cultural Experiment station has developed a 
new squash specifically cultivated to be just 
the right size for the average family. 

The new rainbow squash is said to have 
“eye appeal,” with gray-blue splashes or 
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stripes on a pink background. Banana- 
shaped, it weighs three to four pounds, and 
is excellent for pies or baking, says E. A. 
Hutchins, who has worked to produce the 
variety for the past eight years. The new 
squash is a cross between the Greengold and 
banana varieties. 


e 
Peroxide in Milk Sterilization 

A new method of sterilizing milk by using 
hydrogen peroxide was recently developed in 
Italy, which promises to be of great impor- 
tance in areas where pasteurization facilities 
are not available. 

The method, it seems, involves adding two 
cubic centimeters of a 39 per cent solution 
of hydrogen peroxide to about a quart of 
milk, and stirring. The treatment can be made 
at ordinary temperatures, and is generally 
effective for about three days, although it will 
continue to some degree for more than a week. 
When the peroxide is used in powder or tablet 
form, it-seems to be even more effective. 


Newark Bows to Hygeia 


Usually a department store Santa qualifies 
for his job by curvesome contour, good na- 
ture and jovial twinkle. The city fathers of 
Newark, N. J., however, rightly insist this 
year that, in addition to traditional traits, St. 
Nick must be a sani- 
tary Santa and pass a 
physical examination, 
including blood and 
skin tests and chest x- 
ray. He must wear 
clean, white gloves at 
all times, have no rusty 
tobacco stains on his beard, and must in gen- 
eral be as hygienic as a food handler. One 
regulation is that he may not kiss the good 
little boys and girls who consult him on im- 
portant yuletide matters. 

The city is strictly enforcing these regula- 
tions, and health inspectors are around every 
day to see they are observed. Christmas ad- 
vertising, wisecracks a local newspaper, takes 
the trend of: “Bring your kiddies to Buyus & 
Buyus. Our Santa has the lowest bacteria 
count in town.” 4 
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Thus veterans of the Pacific described the “operating rooms” 
that Medical Corpsmen had to improvise aboard L.S.T.’s. 
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Mallinckrodt Ether is becoming the choice of more and more 
anaesthetists. 


| 
79 Years of Force \N 
Mallinckrodt St., St. Lovis 7, Mo. 72 Gold St., New York 8, N.Y. 
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PRESCRIPTION PAD 


Notes on new pharmaceuticals, new drugs, new 
methods. A page for the hospital pharmacist. 


Oral Protein-Vitamin Preparation 

A new product of research has just been 
announced by William H. Rorer, Inc., Phila- 
delphia pharmaceutical manufacturers. 

Hydrolysin “Rorer” is a valuable thera- 
peutic aid in protein depletion, as well as a 
useful dietary supplement in many conditions 
requiring high nitrogen intake. It is pre- 
pared in the form of golden-brown granules, 
and is palatable whether given alone or in 
foods or liquids. 

Hydrolysin contains protein hydrolysate, 60 
per cent, providing ample amounts for all 
the essential amino acids; carbohydrate, 30 
per cent; and starch, 10 per cent; together 
with therapeutic amounts of all the known 
and unknown B Complex factors. It is sup- 
plied in bottles containing 250 grams. 


Hemorrhoidal Relief 


A clinical by-product of these hectic times 
is hemorrhoids. Not only the result of faulty 
dietary habits, chronic constipation, seden- 
tary habits or excesses of various types, but 
an associated complication in the person 
with the nervous temperament or the worri- 
some disposition, hemorrhoids are becoming 
a more and more common complaint. 

While treatment of basic or associated dis- 
orders, change to a proper diet, and correc- 
tion of faulty habits are vital to the successful 
management of hemorrhoids, the rectal sup- 
pository still plays the most significant role 
in palliative therapy. 

Most widely prescribed of all suppositories, 
Anusol Hemorrhoidal Suppositories (a Scher- 
ing and Glatz product) have come to be al- 
most synonymous with “relief in hemorr- 
hoids.” 

Anusol Hemorrhoidal Suppositories can be 
depended upon to reduce bleeding and lessen 
edema. The decongestive and mild astringent 
action relieves the pressure on sensitive nerve 
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endings. Anusol therapy carries no risk of 
masking the more serious rectal lesions, as 
opiates or local anesthetics are not included 
in the formula. ; 

In hemorrhoidal disorders of long stand- 
ing, Anusol Hemorrhoidal Suppositories 
should be used at least twice a day, at morn- 
ing and at night, as well as after each bowel 
movement. In severe cases, this treatment 
should be continued for at least a month even 
though the patient finds relief within a few 
days. In milder cases, treatment usually need 
not be continued for more than two weeks. 


Threefold Action in Constipation 

Constipation is characterized by three prom- 
inent physiologic abnormalities: dehydration 
of stool, lack of mucin, inadequacy of peri- 
stalsis. 

Agarol Emulsion relieves constipation 
smoothly and efficiently by providing mois- 
ture, lubrication and peristaltic stimulation, 
three factors essential to normal evacuation. 
Moisture is retained in the stool by means of 
an aqueous hydrophilic agar-gel. Lubrication 
is supplied by highly emulsified mineral oil 
and indigestible, colloid gums comparable to 
mucin. Gentle peristaltic stimulation is initi- 
ated by pure, white phenolphthalein, U.S.P. 

Agarol Emulsion maintains its integrity in 
the alimentary tract. The emulsified oil drop- 
lets remain dispersed throughout the fecal 
column and do not form pools of free mineral 
oil to collect in the sigmoid colon and rectum. 
Anal seepage of mineral oil and interference 
with defecation reflexes are thereby reduced 
to a minimum. Moreover, the hydrophilic. 
aqueous agar-gel component of the emulsion 
resists absorption of fluid in the lower bowel 
and thus retains moisture in the stool. 

Absorption of oil-soluble vitamins by Aga- 
rol Emulsion is negligible when the prepara- 
tion is administered in therapeutic doses two 
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Muscle stimula- 
tion employing 
surging stimulat- 
ing current 


New Equipment to Meet New Needs— 


The greatly increased clinical experience in the use of electro- 
diagnosis, muscle stimulation, and galvanism during recent years 
has resulted in the development of new technics and applications. 


THE i. MUSCLE STIMULATOR 


—provides the new equipment required to meet the new needs. 
It produces galvanic current and condenser discharge type cur- 
rent. Outstanding features are the minimizing of patient pain 
and discomfort, and the Finger-Tip Surge Control giving smooth 
and continuous control of both surge interval and current intensity. 


Portable, compact, simple to operate 


Complete information—description, operation, and clinical applications 
—sent on request. 
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hours after meals, as directed. The -required 
dose of Agarol Emulsion actually contains a 
relatively small amount of oil (0.64 cc. to 
4.8 cc.) which is not apt to absorb food fac- 
tors because the larger, continuous phase of 
the emulsion is aqueous. 

The average adult dose is % to 1 table- 
spoonful upon retiring and may be repeated 
if necessary the following morning, two hours 
after eating. The dose for children three to 
six years old is 14 to 1 teaspoonful. Children 
under three years of age are given propor- 
tionately smaller doses. Administration should 
be avoided at meal times or during gastric 
digestion. 

Agarol Emulsion, a Warner product, is 
supplied in bottles of 6, 10 and 16 fluidounces. 


e e 
Oral Penicillin 


Oral pencillin in two forms is being added 
to supplies of the drug being made available 
to physicians and hospitals by Schenley 
Laboratories, Inc., the medical director, Dr. 
Charles E. Dutchess, announces. 

Penicillin Tablets Schenley will be supplied 
in bottles containing 20 tablets of 25,000 
units of calcium penicillin each, and at the 
same time, Penicillin Troches Schenley will 
be made available in bottles of 25 troches 
with 1,000 units of calcium penicillin per 
troche. 

ee 


Palatable New Tonic Has 
Amino Acids 


Amino-Concemin, a nutrient tonic designed 
to speed convalescence, has been announced 
by the Wm. S. Merrell company. This newest 
product of Merrell research contains the estab- 
lished B vitamins, the whole B complex from 
liver, rice bran and yeast, peptonized iron, 
and 15% of protein hydrolysate. This protein 
hydrolysate (45% amino acids) is an enzy- 
matic yeast hydrolysate that most closely ap- 
proximates the amino acid and polypeptide 
content of meat. 

The pleasant taste, characterized as a “rich 
winey flavor,” represents an unusual accom- 
plishment in an oral preparation of liver, iron 
and amino acids. 
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The inclusion of supplemental amounts of 
amino acids is a new and sound approach 
to therapy in anemia, convalescence and other 
debilitated states. Recent studies by Jacobson 
and Ruskin have pointed out that amino acids 
stimulate hemoglobin formation and have an 
essential enzymatic role in the assimilation of 
the B vitamins. 

Amino-Concemin is indicated for prophy- 
laxis and treatment of Vitamin B deficiencies 
and hypochromic anemia; as a dietary sup- 
plement in anorexia, malnutrition, restricted 
growth and debilitated conditions; and for 
pre- and post-operative maintenance of Vita- 
min B and iron intake. Average adult dose is 
1 tablespoonful, before or with meals. Many 
patients find it imparts a pleasing added 
flavor to milk or fruit juice. 

Amino-Concemin is supplied in pint and 
gallon bottles. 


Mary Beard Dies 


Mary Beard, former director of the Amer- 
ican Red Cross Nursing Service (1938 to 
1944) and an authority in the nursing field 
here and abroad, died Dec. 5 at the age 
of 70. Her death occurred in New York hos- 
pital, from whose nursing school she was 
graduated in 1903. 

Miss Beard’s long career was devoted to 
public health work, for many years in Boston, 
later with the Rockefeller Foundation. While 
with the latter, she developed a program of 
fellowship studies for nurses of many na- 
tionalities, and travel grants for American 
nurses studying abroad. 

She was influential in recruitment for 
World Wars I and II, serving in the first 
conflict as a member of the National Com- 
mittee on Red Cross Nursing Service, and 
similar bodies. In the last war, she was the 
first chairman of the subcommittee on nurs- 
ing of the Health and Medical Committee of 
the Council on National Defense, also aiding 
in development of the Nurses’ Aide Corps. 
Among many activities, Miss Beard was a 
founder and former president of the National 
Organization of Public Health Nursing. She 
is the author of many public health articles, 
as well as a book, “The Nurse in Public 
Health,” published in 1929. 
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“"WESTONE 


SURE KEEPS 
DUST DOWN!" 


WESTONE, the liquid chemical floor treatment simpli- 
fies floor maintenance problems. It continually improves 
floor appearance, penetrates rapidly and evenly and 
actually seems to become part of the floor material itself. 


HOW WESTONE CONTROLS DUST 


Floor traffic is one of the main causes of dust in room atmosphere, and 
continuous traffic never gives the dust a chance to settle. Even open 
windows do not contribute as much atmospheric dust as does floor traffic. 
Westone has, in addition to its other properties, a peculiar affinity for dust 
and where it is properly used to maintain a floor, the atmosphere will be 
comparatively free from it because foot traffic will not cause the dust to rise. 


WRITE FOR ILLUSTRATED LITERATURE 
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CLINICAL NOTES 


Each month this department will contain highlights from 
» original sources or from current medical literature of special 
J. F. FLEMING, M.D. interest to hospital people—Superintendents, Interns, Nurses 


Mumps Vaccine Proves Promising 

Although very often considered lightly, 
mumps is a highly efficient time-waster, not 
only for the school child, but for military 
personnel as well. Likewise, in the latter 
group, it is a foremost disabling disease. 

Thus, the National Institute of Health has 
been very much interested in developing 
some means of either immunizing against 
mumps, or treating the disease specifically 
once it has been developed, thus avoiding the 
complications. 

The answer is quite close, and probably 
already known. A vaccine has been devel- 
oped which has proved effective in immuniz- 
ing monkeys against the disease. The next 
step, which is more difficult to study, is to 
determine whether it provides the same de- 
gree of immunity in human beings. 

At present, there is every reason to believe 
that the success obtained in protecting mon- 
keys indicates a parallel success in humans. 


Synthesis of Penicillin 


Since the very early days of penicillin 
therapy, synthesis has been the dream of 
chemists the world over. 

At first, the most important reason for 
the great desire to prepare this highly usefu! 
antibacterial agent chemically rather than 
biologically, was the high cost of the product 
at the time. 

Later, as culture methods and manufactur- 
ing processes became more advanced, the 
commercial price became considerably low- 
ered, although not yet within the price range 
of aspirin or the sulfa drugs. At any rate, 
cost is no longer a very serious obstacle to 
widespread penicillin therapy. 

Another important angle has cropped up, 
namely that penicillin can probably no longer 
be considered as a single chemical entity, 
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but rather at least four distinct compounds. 
These all vary in their ability to inhibit or 
destroy pathogenic bacteria. 

The letters F, G, K and X have been used 
to differentiate the types of penicillin. The 
most effective are stated to be G and X, and 
it is upon these, principally G, that research 
attention has been concentrated. 

At Cornell, du Vigneau, Carpenter, Holley, 
Livermore and Rachele have announced the 
synthesis of penicillin G, or at least a sub- 
stance displaying the same bacteriostatic and 
chemical characteristics. It has been pre- 
pared in crystalline form, studied intensively 
by “tracer” as well as by other chemical and 
bacteriological tests, and examined micro- 
scopically. 

It is a crystalline compound having the 
same properties as penicillin G. At present, 
only a very few milligrams of the substance 
has been prepared, but the ground work has 
been done, and a new field is opened up. 

One of the bright possibilities of further 
work, with this synthesis as a basis, is the 
preparation of hitherto unknown penicillin 
compounds possessing specific effectiveness in 
diseases not now reached by the product as 
now available. 

e 


Ringworm Treated By X-Ray 


The wide prevalence of ringworm of the 
scalp among school children, particularly 
boys, has stimulated the search for the best 
method of treatment of this condition. 

Studies conducted in several areas through- 
out the country indicate that x-ray is out- 
standing in the successful treatment of scalp 
ringworm. One great difficulty is that in 
regions where the condition is present in the 
greatest concentration, the facilities are in- 
adequate for treatment, and there are too few 
technicians to give x-ray therapy. 
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Yes, Doctor, we stock Trasentine 
in all Four Forms 


More and more physicians are using the four 
forms of Trasentine in office practice. As a re- 
sult, well-equipped hospital dispensaries are 
stocking all forms of this effective spasmolytic 
agent. Better, more precise control of special 
cases can thus be expected. 


If you are not yet provided with Trasentine in 
its four distinct forms, we suggest you order 
them now, to be ready for Standing Orders on 
this potent and versatile antispasmodic. 


: 
Trasentine Tablets — the Trasentine-Phenobarbital— 
most widely used form — for use where sedation of 
for effective control of the central nervous system 
smooth muscle spasm. is an additional requirement. 


Trasentine Ampuls — where Trasentine Rectal Supposi- 
particularly prompt clinical tories—prescribed especial- 
results are imperative. May ly in spastic dysmenorrhea, 
be followed by other form and in cases where nausea 
when control is established. and vomiting preclude oral 
medication. 


CIBA PHARMACEUTICAL PRODUCTS, INC., SUMMIT, NEW JERSEY 
IN CANADA : CIBA COMPANY LTD., MONTREAL 
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The location of the scalp most frequently 
affected is the “clipper area,” indicating that 
the causative organism is transmitted during 
a haircut. The crown of the scalp is much 
less frequently involved. There may, how- 
ever, be otHer factors involved in the trans- 
mission and spread of the disease, such as 
pillows, which are in contact with the “clipper 
area” rather than the crown. 


In treatment where x-ray is not available 
or is contraindicated, iodine has long been a 
standby, but some of the newer chemicals 
hold promise as being both effective and non- 
irritating. 

e 


Fluorine and the Teeth 

So much has been learned about calcium 
and Vitamin D in connection with tooth and 
bone metabolism that the possible value of 
other elements has been overshadowed until 
very recently. 

The importance of fluorine, one of the 
“trace” elements, in dentition, is now being 
brought to light. Some years back, it was 
noted that individuals who were using as 
drinking water a domestic water supply con- 
taining fluorine showed a lower incidence. -of 
dental caries than those who were drinking 
water not containing appreciable quantities of 
the element. 

In an effort to determine just what hap- 
pens with the use of fluorine, Gerould (Penn. 
State Dental Journal, Nov. 1946) employed 
the electron microscope to study the structure 
of teeth with and without fluorine. In his 
conclusions, he points out that the experi- 
mental evidence indicates that fluorine enter- 
ing into a tooth during the formative period 
or period of calcification is laid down in the 
form of acid-resistant calcium apatite. 

On the other hand, fluorine entering into a 
tooth following the completion of calcification 
is laid down in the form of acid-resistant 
calcium fluoride. 

As a possible explanation for the relation- 
ship between fluorine and resistance of caries, 
it is assumed there is a concentration of 
fluoride ions at the point of attack of the 
tooth enamel, by the acid released by oral 
bacteria. Such fluoride ions may reach a 
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sufficient concentration that a bacteriostatic 
of self-limiting equilibrium condition results 
in which active caries become inactive. 

e e 


Ragweed Controlled Chemically 


To the hay fever sufferer, any measure 
employed to destroy ragweed is welcome. A 
group of chemically related substances, known 
as auxins, is the latest contribution to ragweed 
elimination. 

Originally introduced because they stimu- 
late plant growth when used. in small amounts, 
auxins have been found to actually retard 
growth in higher concentrations. They may 
now be manufactured at low cost, so that their 
use in ragweed control is likely to be practical. 


Tobacco Derivative 
Fights Diphtheria 

Reports from Moscow indicate that a nico- 
tine derivative, named peracetin, has been 
under study for its bactericidal properties. 
It has been found that the drug is destructive 
against the diptheria bacillus, and that no 
deleterious effects have been noted, such as 
the reactions that occur following serum as 
employed at present. 

e 


Kansas Elects Newell President 


Delegates to the annual convention of the 
Kansas Hospital association in Wichita, No- 
vember 19, voted approval of a legislative 
program to establish licensing laws for state 
hospitals and decided to embark upon a plan 
to secure the $5,000,000 apportioned to Kan- 
sas by congressional act for new hospital 
construction. 

Charles Newell, business manager of the 
University of Kansas hospital at Kansas City, 
Kansas, was elected president of the asso- 
ciation. Rev. John R. Golden, administrator 
of Axtell Christian hospital at Newton, was 
named president-elect; Harry Tubergan, su- 
perintendent of Bethany hospital at Kansas 
City, Kansas, was elected secretary-treasurer ; 
and Sister Mary Anne of Mt. Carmel hospital 
in Pittsburg, and Mrs. Zelma Smith, Russell 
City Hospital, Russell, were named members 
of the executive committee. 
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Ewe you perhaps forgotten 
—inured through daily contact 
—that odors (including the per- 
fume masking unpleasant ones) 
can be irritating to hypersensi- 
tive patients? distress- 
ing to visitors? 

You are well aware 
that hospitals are inev- 
itably breeding places 
of odors ... usually 
of organic origin. Test 
SANOVAN—the odor- 

less deodorant that 

destroys odors* — in 

your hospital. Send B 
for a trial sample 

today. FAIRFIELD 
LABORATORIES, INC. 

Dept. M2, 312 West Second 
Street, Plainfield, New Jersey. 


* Through oxidation, it destroys (does not 
mask) organic odor. 


for Positive Control 
of Odors 


Distributed by 


FAIRFIELD LABORATORIES, INC. 


P. O. Box 6, Plainfield, N. J. 
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Combination autoclave, instrument 
and water sterilizer and water still 


Here’s the ideal unit for small hospitals, indus- 
trial plants and clinics. This one small unit 
furnishes complete hospital sterilization! 

The autoclave is 16 x 24. The water sterilizer, 
which serves as a generator, is of six gallon 
capacity and mounted vertically. A one gallon 
water still is mounted as part of the outfit 
and the instrument sterilizer is complete with 
foot lift. 

The whole outfit is sturdily built and- 
Prometheus-engineered, which is your assure 
ance of quality and economical operation. 

Write today for full details on these up-toe. 
the-minute space-saving outfits. 
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HOW to doit... 
WHERE to get it 


Without cost to you any of the literature, or details on the new 
equipment and products, listed below, will be forwarded 
promptly by a reliable manufacturer. This information is prac- 
tical for your hospital. 
magazine, 43 East Ohio Street, Room 624, Chicago 11, III. 


Order by number and address this 


No. 383. Hospital Radios, equipped with remote 
control, head phones and speaker, and espe- 
cially designed for convenience of bed pa- 
tients, are 
now availa- 
ble ready for 
installation. 
Head phones 
or speaker 
can be closed 
off by switch. 
Selection of 
stations and 
volume made, 
as you desire, through use of the remote con- 
trol. Any distance desired. Operates on 110 
volt, 60 cycles. An unusual feature is the coin 
collector, with which this Radio can be 
equipped, if desired, calling for 25c for three 
hours. Further details supplied on request. 


No. 309. Sanitary Bed Pan Cover, a new pat- 
ented easily disposable paper cover, cuts down 
laundering costs remarkably, besides reducing 
the dangers of cross-infection thus safeguard- 
ing patients from communicable disease. Of- 
fensive odors are trapped immediately, because 
the cover envelopes the sides of pans as well 
as tops. A name panel is provided on each 
cover to record patient’s name and specimen 
data. Altho lending ease and efficiency to an 
unpleasant task, the cost is small. Literature 
and prices on request. 


No. 379. The Emerson Hot Pack Apparatus, 
for use in the after treatment of polio, has a 
unique feature in that it not only heats and 
moistens packs, but also 
wrings them out—all in 
two minutes! Thus doing 
a quicker, neater job, sav- 
ing the time of your per- 
sonnel. The first two func- 
tions are accomplished 
when fan blades in the 
bottom of the basket force 
the steam into the packs. 
The latter, accomplished 
by the centrifugal action 
of the whirling basket. Ac- 
cording to the manufac- 
turer, to their knowledge 
this is the first piece of 
hospital equipment to per- 
form these three functions 
in a single operation. 
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No. 370. , Hospital and Laboratory Equipment 
Catalog, containing detailed literature on in- 
fant incubators and heated bassinettes. Con- 
tains, also, a complete section, fully illustrated, 
with information on serological water baths, 
hot air sterilizers and uniflow bacteriological 
incubators, as well as test tube racks. In the 
physical therapy department are the latest 
developments in paraffin baths, electric bakers 
and radiant light bath cabinets; also a variety 
of infra red and carbon lamps. 


No. 358. A new inexpen- 
sive Sweat Band for sur- 
geons consists of a special 
absorbent covered with a 
finishing dressing and sta- 
pled at each end to a spe- 
cial latex head strap. May 
be sterilized at 248-250° in 
any autoclave without in- 
jury to the latex rubber 
strap. Its inexpensive 
price permits it to be dis- 
carded, however, and a new 
one used on next occasion. 
Absorbs perspiration over 25 times the weight 
of the sweat band. Free samples offered. 


No. 225. Alconox. A new laboratory deter- 
gent, which relies on physical action for its 
detergent value, has recently been introduced 
—the perfect cleansing agent for all types of 
utensils (glass, porcelain and metal); for ex- 
ample, blood-clogged pipettes responded read- 
ily to the action of Alconox. Leaves no film 
on glassware. Altho containing no soap, Al- 
conox is said to produce an abundant, highly 
efficient lather in water of any degree of hard- 
ness. Harmless to hands and to the items 
being cleaned. Generous samples gladly sent 
if requested on your letterhead. 


No. 173. Curtain Cubicles. The initial cost of 
Capital Cubicles is the lowest in the market. 
Modern in design, available in white and rest- 
ful colors. Write for illustrated folder, which 
shows typical cubicle installations, enlarged 
view of tubing, fittings and patented curtain 
hook. Deals with factors of cost, installation, 
operation and design .. . contains outline of 
necessary rough sketch to secure, without 
charge, plans, specifications and cost. No 
obligation. 
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ARMSTRONG X-4 PORTABLE BABY INCUBATOR 


LOW COST 


SIMPLE 


Low cost e Underwriter approved @ Simple to operate @ Only 1 


control dial @ Safe, low-cost, heat @e Easy to clean @ Quiet and 


easy to move @ Excellent oxygen tent @ Fireproof construction 
e Ball-bearing, soft rubber casters @ Welded steel construction @ 
3-ply safety glass @ Full length view of baby e Simple outside 
oxygen connection e Night light over control e Automatic control 
e Safe locking ventilator @ Safety locked top lid @ Both F. and C. 


thermometer scales @ Low operating cost @ No special service parts 


Write for detailed descriptive bulletin 


THE GORDON ARMSTRONG COMPANY 
Division FF-1 + Bulkley Building + Cleveland 15, Ohio 


Distributed in Canada by INGRAM & BELL, LTD. » TORONTO » MONTREAL * WINNIPEG « CALGARY « VANCOUVER 
Distributed in Latin America by GENERAL ELECTRIC MEDICAL PRODUCTS CO. = cuicaco 3, ILLINOIS 
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No. 378. The Selas Fil- 
ter-Candle Syphon, of 
assistance in the prep- 
aration of parental so- 
lutions in your labor- 
atory, is described in 
detail in a 30-page 
well-illustrated cata- 
log, which also carries 
complete descriptions 
of filters and acces- 
sory equipment for 
bacteriological, phar- 
maceutical and biolog- 
ical filtrations. Selas 
Candle Syphons are 
equally useful in pres- 
sure or vacuum filtra- 
tions. Send for this 
complete laboratory catalog which will be sent 
you without charge. 


No. 381. Wing Adjustable-Folding Crutches, 
the first successful folding crutch, is now avail- 
able for immediate delivery. Wing crutches 
have a single shaft of satin-finish aluminum 
alloy with a resilience that minimizes nerve- 
wracking shock and vibration. Adjustable for 
any height. Neoprene rubber handgrips are 
scientifically placed at a natural angle, and the 
armrests are contour designed to prevent slip- 
ping, thus handicapped individuals feel a new 
sense of security. With a simple turn of the 
handgrip, Wings fold and can be used as walk- 
ing canes. They are as strong as they are 
beautiful and can be recommended for normal 
use by persons weighing up to 400 lbs. Com- 
prehensive folder available without obligation. 


No. 351. Saspin Insect Spray 
with oil base, a sure, reliable, 
inexpensive method of eliminat- 
ing roaches, flies, moths and 
other insect pests. Will wipe out 
small infestations before they 
spread. Will not contaminate 
food—safe and harmless. Leaves 
no odor. Does not contain DDT. 
Folder and prices will be sent 
on request. 


No. 368. Benadryl, a chemical compound pos- 
sessing both antiallergic and antispasmodic 
activity. Administered orally, this new syn- 
thetic chemical affords relief of certain allergic 
manifestations and is effective in relieving 
spasm of smooth muscles. Since non-narcotic 
and possessing a wide range of tolerance, it 
can be used for extended periods without un- 
toward effects. Illustrated literature complete 
with interesting tables is available. 

No. 364. Acidolate, a rational and effective 
replacement for soap in cleansing the inflamed 
skin in infantile eczema, is non-irritating, non- 
alkaline and non-abrasive and hypo-allergenic. 
Blends easily with ointments, oils, cream and 
accumulated skin secretions on gentle massage. 
Supplied in 8-oz. and gal. bottles. Write for 
prices. 
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No. 343. New and improved types of Short- 
Wave Diathermy of various sizes and electrical 
power have recently been designed and engi- 
neered by Lee de Forest, Ph.D., Sc.D., known 
the world over as the originator of the radio 
tube and the “Father of Broadcasting.” Vari- 
ous types, comprising portable, semi-portable 
and office units, in imitation shark-skin, hand- 
some walnut or in steel encasements, are pro- 
vided to meet every requirement of physicians 
or hospitals. Inquiries are invited. 


No. 342. Handy Literature File, a sturdy filing 
box, bound in red-purple cloth and stamped in 
gold, is being presented to ail physicians by 
the Schering Corporation, to help the doctor 
preserve the many scientific folders he receives. 
The handy file boxes are presented free of 
charge, upon request, as another Schering serv- 
ice to the practitioner. Also being offered, 
without charge, to physicians and pharmacists 
is a Portfolio of reproductions of the unique 
medical drawings by Rockwell Kent. Each 
drawing portrays the mental symptoms of a 
patient suffering from a specific endocrine de- 
ficiency. The full color reproductions are 11 x 
15,” mounted for framing, devoid of any adver- 
tising. 

No. 384. Pure Nylon Tum- 
blers (indestructible) for 
hospital use are now on 
the market. They will not 
chip, dent or break. May 
be sterilized with hospital 
germicides, boiled or auto- 
claved without damage to 
lustre. Produced in nat- 
ural ivory color, pastels or 
fiesta shades. Low in cost 
and immediate delivery. 


No. 338. The Tri-Saver Coffee System, a new 
method of brewing full-flavored, crystal-clear 
coffee without urn bags or filter paper. An 
attractive brochure, profusely illustrated and 
describing in detail its features has just re- 
cently been made available to hospitals, upon 
request. 

No. 376. Airkem, an air 
freshener, non-toxic, non- 
irritating, non-corrosive in 
its vapor phase and non- 
inflammable, releases in the 
air, two groups of volatile 
substances, each having a 
distinct function of improv- 
ing air quality. In use in 
hospitals in combatting 
high odor sources, i.e., in 
cancer cases; colostomy; 
body waste; third degree 
burns; senility; lung ab- 
scess; and many other uses, 
including tuberculosis and 
osteomyelitis; and in food 
preparation. Detailed litera- 
ture available. 
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No. 365. Concentrated Orange and Grapefruit 
Juices. Free from adulterants, preservatives 
or fortifiers, their use eliminates wide varia- 
tions in flavor and consistency experienced 
with average market fruit. In ready-to-serve 
form, they closely approximate freshly 
squeezed juice in all nutritive and character- 
istic properties. Eliminates inspecting, cut- 
ting and reaming of fruit. Economical because 
high fluctuating market fruit prices, as well as 
spoilage, may be disregarded. Every ounce 
can be used without waste. Request price list. 


No. 352. The Hydro- 
Mist, an automatic in- 
secticide dispenser 
that requires no man- 
ual attention during 
operation. Fill with 
West Vaposector 
Fluid, set time clock 
and plug into AC or 
DC outlet. A folder 
describing the Hydro- 
Mist Vaporizer will 
be sent on request. 


No. 372. Foille-Flat, medicated with the new 
Foille Ointment, in which benzyl] alcohol re- 
places phenol, will be a valuable addition to the 
hospital and doctor’s office, because of the 
many time-saving features embodied in this 
new adaptation of Foille Ointment. A sterile 
medicated surgical dressing, sealed in a metal 
container and ready for immediate wound ap- 
plication. Sample of Foille-Flat and literature 
will be sent to general practice doctors, pedia- 
tricians, industrial and general surgeons. 


No. 387. Levelor Casters have a unique and 
patented feature which permits finger-tip ad- 
justment with au- 
tomatic locking. 
Screw thread ar- 
rangements make 
possible fractional 
height adjustments, 
with the casters 
locking automati- 
cally and securely. 
Can be readjusted 
to new height posi- 
tion by unlocking with slight downward pull. 
Easily attached to all types of furniture legs, 
Levelors stop the wobble caused by uneven 
floors and being half-off and half-on rugs. Fur- 
ther details and prices available. 


No. 374. Case Histories of successful mass 
feeding installations, in a new deluxe edition, 
now ready for distribution. Thirty-six attrac- 
tively colored pages describe 28 case histories 
depicting good kitchen designs in hospitals 
and institutions. Liberally illustrated with 
kitchen plans, installation photos and an- 
notated with data on menus and services, in 
addition to an article on the “Essentials of 
Kitchen Planning” by an authority in the field. 
Copies available on request. 
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No. 279. “One Sure Thing” is the name of an 
attractively printed, photographically  illus- 
trated folder just issued, describing in detail 
the safety and other advantages of Deknatel 
Name-On Beads for identifying hospital-born 
babies. Copy will be mailed to any hospital 
executive or physician if requested. 


No. 373. Furacin Soluble Dressing, a new 
chemotherapeutic agent for topical application 
to wound and surface infections. Contains 
0.2% Furacin in a bland, water-washable, 
water-soluble base of propylene glycol and 
carbowax. Stable to heat and pH, does not 
require refrigeration and carries no expiration 
date. Liquefies at body temperature, thus aid- 
ing penetration to all parts of wounds. Non- 
irritating, does not dry or cake and does not 
interfere with healing processes. Readily re- 
moved with sterile water or saline solution. 
Well illustrated literature will be sent. 


No. 332. Winthrop Prescription Vitamins. A 
beautifully illustrated booklet describing the 
large variety of Winthrop vitamin prepara- 
tions that are available in convenient forms 
for oral and parenteral administration. For in- 
stance, under Natural Vitamin A, you will find 
Afaxin, giving first a description of the prod- 
uct; its action; indications; dosage; and finally, 
how supplied. Each of the vitamin products 
are thus illustrated and described on the fol- 
lowing pages. A complimentary copy will be 
sent you on request. 


Northwest Institute of Medical 
Technology, Inc. 


Its Aims and Purposes 
(No. 128 of a series) 


F YOU were to honor us with a visit we 

believe that you would be satisfied that 
this specialized course of training is well 
planned and conducted to develop competent 
and dependable clinical laboratory techni- 
cians. Moreover, inquiry of employers of 
Northwest graduates would reveal more 
evidence of the successful application of our 
methods to develop technicians that have 
a more thorough : 
knowledge of labora- 
tory procedures than 
has been generally 
available to employ- 
ers. 


A catalog describing and 
illustrating our complete 
facilities will gladly be 
mailed upon request to 
the Institute. 


3419 E. Lake St. 
Minneapolis 6, Minn. 
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No. 385. Reprints of 
a new portrait of 
Florence Nightingale 
will be available to 
hospitals, upon re- 
quest, after January 
1. The portrait, by 
Frederich Roscher, 
was unveiled at the 
recent biennial Nurs- 
ing Convention. The 
reprints will be in 
full color, suitable 
for framing. The pic- 
ture will also be used 
on the Johnson & Johnson traditional two-year 
calendar, which is also offered to hospitals upon 
request to this department. 


No. 349. A Hospital Specialties Catalog, de- 
signed especially for hospital use, has just 
been published by Cutter Laboratories. The 
catalog includes information concerning safti- 
flask solutions, blood equipment, as well as 
biological products which the company has 
available. In addition, there is a complete 
price list, as well as a list of branch offices 
and their phone numbers. Copies may be ob- 
tained by writing. 

No. 361. Pour-U-Vac Seals, the modern, re 
usable hermetic closure for sealing, storing, 
handling and conserving of surgical fluids. 
Permits contents to be stored for long periods 
under vacuum and pouring of contents from 
a nondrip sterile lip, eliminating wasteful and 
questionable scientific method of sealing with 
gauze, cotton, paper, string and tape. Inter- 


changeable with all Fenwal 3000, 2000, 1000 


and 50 ml. containers. Write for further infor- 
mation. 


No. 382. Hematest, a new tablet method for 
detection of occult blood in feces, urine and 
other body fluids, is a reliable procedure that 
can be carried out very quickly by the phy- 
sician or laboratory technician. The tablet as 
supplied is ready for immediate use. A 
dropper or pipette is the only additional equip- 
ment required. Further details available on 
request. 


No. 362. New Pentothal Film. Medical groups 
interested in intravenous anesthesia may ar- 
range for the showing of a new motion picture 
on the use of Pentothal Sodium by writing to 
this department. 


No. 321. Portable Baby Incubator. Designed 
to supply constant, automatically-controlled 
heat and increased humidity for both prema- 
ture and full term babies, for the administra- 
tion of oxygen to either premature or full 
term babies; as an ambulance for the trans- 
portation of babies; for the administration of 
oxygen at a high humidity; as a portable in- 
cubator for use in remote areas where hos- 
pitalization is impractical; and for the incuba- 
tion of a full term baby in shock. Tested 
by over ten years of actual hospital use. Sim- 
ple and safe to use; and low in cost. Write 
for illustrated leaflet and price. 
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No. 360. Operating Room Technique, the latest 
addition to the Davis and Geck Surgical Film 
Library, is now being previewed throughout 
the country. Prepared in collaboration with 
Edythe Louise Alexander, supervisor of oper- 
ating rooms, Roosevelt hospital, New York, 
the picture provides a teaching medium for 


training surgical nurses. The showings afford 
the opportunity to determine how the series 
might fit into your classroom curricula. Avail- 
able in either sound or silent 16 mm versions. 
Write for further details. 
No. 380. Combination Autoclave, Instrument 
and Water Sterilizer and Water Still, the ideal 
unit for small hospitals, furnishes complete 
hospital sterilization in one unit. The autoclave 
is 16 x 24; the water sterilizer, which also 
serves as a generator, is of 6-gallon capacity. 
A one gallon water still is mounted as part 
of the outfit and the instrument sterilizer is 
complete with foot lift. Write for full details 
regarding this space-saving outfit. 
No. 375. Engraved Plastic Hospital Signs, 
made of sheets of black, satin-finish Lamicoid 
laminated over a 
Quiet layer of eggshell 
= 14) white. Color back- 
grounds available 
fom On special request 
and lettering sizes 
; to 3”. Signs also 
mend supplied on heavy, 
bevelled blocks of 
furniture-finished wood. Semi-stock items are: 
room numbers, memorial plaques, directional 
indicators, “Quiet Please”, office markers. desk 
plates, ete. Write for new folder “Winters 
Signs for Hospitals”. 
No. 354. Film Catalog, including a wide selec- 
tion of films available for institutional show- 
ing, has recently been issued. Featured in this 
illustrated catalog are masterpieces of the 
foremost film producers, presented in fire-safe 
16 mm. size. Full-length feature subjects in- 
clude many popular films for any type audi- 
ence, as well as cartoons, special features, 
short subjects, etc. Catalog on request. 
No. 386. The “Aristocrat,” an innovation in 
chrome-plated steel stools, departs radically 
from the usual tubular type, 
being fabricated of flat steel 
bar. It is claimed this type 
of construction provides ex- 
treme strength and longev- 
ity, besides achieving ele- 
gance. Another feature is 
the reversibility of the foot 
rest ring and easy assembly 
or dismantling of all parts 
of the stool with ordinary 
household tools. The uphol- 
stered swivel seat has “no- 
sag” springs and Spanish- 
grain leatherette covering. 
Height of the stool is 30 
inches. Stools now avail- 
able for immediate delivery. 
Write for further details. 
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SIMBOLS OF SIE@NIFICANCE 


She Kings Touch 


© Man’s longing for a simple, topical cure for disease, symbolized 

in the King’s Touch, now approaches reality with the development of 
TYROTHRICIN and topical antibiotic therapy. 

Many gram-positive microorganisms now yield to the bactericidal potency of 
TYROTHRICIN in infected wounds, various types of ulcers, abscesses, 
osteomyelitis, and certain infections of eye, nasal sinus and pleural cavity. 
Whenever streptococci, staphylococci and pneumococci are present 

and directly accessible, TYROTHRICIN may be called upon for purely 
topical therapeusis by irrigation, instillation and wet packs. 
TYROTHRICIN, P. D. & Co., is one of a long line of 

Parke-Davis preparations whose service 


to the profession created a dependable 
symbol of significance in medical 
therapeutics-MEDICAMENTA VERA. 


TYROTHRICIN, P. D. & Co., 
is available in 10 cc. 

and 50 cc. vials, 

as a 2 per cent solution, 
to be diluted with sterile 
distilled water before use. 


A 


2. 
PARKE, DAVIS & COMPANY + DETROIT 32, MICHIGAN ” J a) 
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PERSONALLY SPEAKING... | 


Appiscott, HERBERT C.—Plans to retire 
Jan. 1, as superintendent of Shore Memorial 
hospital, Somers Point, N. J. (see Aspinall). 

ANDERSON, ETHEL—Newly appointed su- 
perintendent of J. C. Hammond City hos- 
pital, Geneseo, Ill. 

ASPINALL, Nancy—Will take the superin- 
tendent’s reins Jan. 1, at the Shore Memorial 
hospital, Somers Point, N. J. (see Addiscott) . 

Barron, LesteR M.—Recently appointed 
director of Alton Road hospital, Miami 
Beach, Fla., which will be-reopened Jan. 1. 

BEAvER, GRACE M., R.N.—Has succeeded 
Helen A. Carlson as head of Grand Island 
(Neb.) Lutheran hospital. 

BECKETT, JoHN A.—Was selected as ex- 
ecutive officer of the Veterans’ hospital, 
Batavia, N. Y. 

BerTNER, Dr. E. W.—Has resigned as act- 
ing director of M. D. Anderson Hospital for 
Cancer Research, Houston, Tex. Doctor Bert- 
ner will now devote all of his time to the 
duties of president of the Texas Medical Cen- 
ter (see Clark). 

Born, BARBARA—Former supervisor in the 
delivery and operating rooms at Chicago 
Lying-in hospital, has been appointed to head 
the Morris (Ill.) hospital. 

BracKEN, Letra—Resigned as assistant 
superintendent of Vinita (Okla.) hospital. 

BraDLey, LAWRENCE J.—Designated direc- 
tor of Genesee hospital, Rochester, N. Y. 

Brooks, Dr. GLippen L.—Newly promoted 
to the position of executive director of Cen- 
tral Maine General hospital, Lewiston, Maine. 

Burcener, Mrs. MyrtLE—Resigned as di- 
rector of Pekin (Ill.) Public hospital (see 
Knox). 

CaRMELITA, SistER M.—Newly appointed 
superintendent of St. Joseph hospital, Far 
Rockaway, N. Y. . 

CiarK, Dr. RanpotpH LeE—Has taken 
over the duties of director at M.D. Anderson 
Hospital for Cancer Research, Houston, Tex. 
(see Bertner). 

Coprey, the new superintend- 
ent of Lodi (Ohio) hospital (see White) . 


Cotsy, Mrs. Mary R.—Until a permanent 
successor is appointed, will act as superin- 
tendent of Morrison hospital, Whitefield, 
N. H. (see Williams). 

Cotuisi, Dr. Harrison S.—Has_ been 
named manager of the Crile Veterans hos- 
pital, Cleveland, Ohio. 

CorripAN, THomas J.—Is the new business 
manager of Herkimer (N. Y.) Memorial hos- 
pital. 

Crane, JoHN F.—Has taken over the direc- 
tor’s chair of Paterson (N. Y.) General hos- 
pital. Mr. Crane was assistant director of 
Montefiore hospital, New York city. 

CunnINGHAM, Mrs. Laura, R.N.—Has suc- 
ceeded Hubert Hutt as superintendent of 
Lexington (Neb.) Community hospital. 

Duryea, CLARENCE W.—Is the new assist- 
ant superintendent of Yonkers (N. Y.) Gen- 
eral hospital. 

Forp, RetHa—Is the newly appointed su- 
perintendent of Asheville (N. C.) Orthopedic 
Home. . 

Frencu, Lioyp C.—Has resigned as ad- 
ministrator of Knickerbocker hospital, New 
York city, to serve at Citizens General hos- 
pital, New Kensington, Pa., in the same ca- 
pacity. 

GiLBREATH, J. A.—Has been selected as ad- 
ministrator of Baptist State hospital, Little 
Rock, Ark. Mr. Gilbreath succeeds John A. 
Dudley. 

Hap.ey, Dr. V.—Is the new direc- 
tor of Westboro (Mass.) State hospital (see 
Lang). 

Hammonp, Hersert F.—Has resigned as 
head of Pontiac (Mich.) General hospital. 

Hatcu, Harry—After 13 years as super- 
intendent of Northwest Texas hospital, Ama- 
rillo, has resigned to go into business. 

Hess, CLARENCE C.—Has resigned as busi- 
ness manager due to ill health. He has held 
the position at Methodist hospital, Ind., for 
15 years. 

Hitt, Henry—Is the newly appointed su- 


perintendent of Weld County Public hospital, 


Greeley, Colo. (see Lindner). 


Hopces, Miss—Has resigned as superin- 
tendent of Canastota (N. Y.) Memorial hos- 
pital (see Skelton). 
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STA t.& $5 > 


SEROLOGICAL WATER BATHS 


AVAILABLE NOW FOR IMMEDIATE DELIVERY 
FROM ANY AUTHORIZED HOSPITAL SUPPLIER 

OPERATION CONSTRUCTION 
The baths are designed { G " Stainless steel through- 


out . . . Accurate Bi- 
Metallic Thermostat... 
Stainless Steel racks... 
Built-in Thermometer 
Holder . . . Pilot light 
and Switch . . . Precis- 


for incubations and in- 
activations at 37!/,° C 
or 56° C. with an ad- 
justable thermostatic 
control for tempera- 
tures up to 60° C. They 
come equipped with 
Kahn, Army Medical or 
Wassermann type racks 
as desired. 


less steel Gable Cover 
may be included at 
slight additional cost. 


Model No. 106 


Model No. 106—I Wassermann rack, 6"'x12''x6".....$ 70.00 | Model No. 109—4 Kahn or Army racks, 14''xI2"'x6" 95.00 
Model No. 107—2 Kahn or Army racks, 7"xi2"x6" 72.00 Model No. 110—5 Wassermann racks, 30"x12"'x6". 160.00 
Model No. 108—2 Wassermann racks, 12"x12"x6".. 90.00 | Model No. 111—I0 Kahn or Army racks, 30''x!2"'x6"" 175.00 


THE ELECTRIC zack COMPANY, INC. 


COTTMAN AVE. AT MELROSE ST. e PHILADELPHIA 35, PA. 


CHLORIDE EDS P. 


IN Gobauers AMBERGLASS 


CONTAINERS 


Recognized for over forty years as a high 
grade, chemically pure product, prepared 
especially for anesthesia. It is stable and 
is guaranteed to retain its purity and re- 
main unchanged indefinitely. The amber 
glass dispenseal bottle is equipped with a 
practical, time-tested, automatic dispen 

cap which also provides an seal 
against contamination of the contents. 


4 fiuid ounee (108 gm) 
2 fluid ounee ( 54 gm) 
Fine, medium or coarse spray 


For those whe prefer, Ethyl Chloride U.S.P. is 


in the well known Cebauer’s metal tube } 
with regulating spray in 40 gm. and 100 = a 
IN THE PRACTICAL 
THE GEBAUER CHEMICAL CO. a DISPENSEAL BOTTLE 


9410 St. Catherine Ave., Cleveland 4, Ohio 
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Howarp, Sam A.—Has been appointed 
business manager of Granville hospital, Ox- 
ford, N. C. 

Jacxson, Netson A.—Was recently se- 
lected the acting hospital executive offices of 
Fort Lyon (Colo.) Veterans Administration 
hospital. 

Kemp, Dr. M. W.—Has resigned as direc- 
tor of Moose Lake (Minn.) State hospital. 

Knox, Stuart W.—Is the successor to the 
superintendent’s post at Pekin (Ill.) Public 
hospital (see Burgener). 

KREEGER, Dr. M. H.—The former assist- 
ant director of the Mount Sinai hospital, New 
York city, has accepted the directorship of 
Michael Reese hospital (see Herman Smith). 

Lanc, Dr. WALTER E.—Has retired as su- 
perintendent of Westboro (Mass.) State hos- 
pital (see Hadley). 

LinpNER, JoHN A.—Has submitted his 
resignation as administrator of Weld County 
Public hospital, Greeley, Colo. (see Hill). 

LoasE, Frep T.—The former administra- 
tive intern of Lenox Hill hospital, New York 
city, has assumed the duties of assistant su- 
perintendent of Tampa (Fla.) Municipal hos- 
pital. 

Marie, Rev. MotrHer Prerre-——Has been 
assigned Mother Superior of St. Anne’s hos- 
pital, Fall River, Mass. 

MiaL, Marcet H.—The new superintendent 
of Hope Dell hospital, Preakness, N. J., re- 
signed as assistant director and comptroller 
of Paterson (N. J.) General hospital to accept 
the former position. Mr. Mial returned to the 
hospital administrative field after serving four 
years as Colonel, M.A.C., in the Mediter- 
ranean theatre. 

Miter, Marcaret E.—Van Wert (Ohio) 
County hospital director, has resigned. 

Nessy, Mrs. GENEVIEVE DeLonc—Is the 
newly appointed superintendent of Miriam 
hospital, Providence, R. I. (see Stellerman). 

EpyrHe—After only a month’s 
service as director of Hazel Hawkins Memo- 
rial hospital, Hollister, Calif., has had to re- 
sign due to ill health. The former superin- 
tendent of the institution, Miss Helen Osten, 
will carry on in this capacity for the time 


_ being. 
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PaRNALL, Dr. CHRISTOPHER G.—Has 
opened a hospital consultant’s office in Ann 
Arbor, Mich. Doctor Parnall is returning to 
his college town, where he served as director 
of the University of Michigan hospital from 
1918 to 1924. 

PattiLo, Dr. A. D.—Will fill the position 
as head of the Terrell (Tex.) State hospital. 

Price, Epona, R.N.—Formerly the director 
of Emerson hospital, Concord, Mass., :has 
assumed similar duties at the Norwood 
(Mass.) hospital. 

Putten, Leon C., Jr.—Is the newly se- 
lected assistant to the administrative director 
of Michael Reese hospital, Chicago. Mr. Pul- 
len, an army man serving three years in the 
Medical Administrative Corps, did graduate 
work in hospital administration at North- 
western university, and formerly held the 
position of state health director of the Na- 
tional Youth Administration. 

Riser, Jesse H.—Is the newly appointed 
director of Washington State College hospi- 
tal, Pullman, Wash. 

Rocers, Paut C.—Has resigned as head of 
Northampton Accomack Memorial hospital, 
Nassawadox, Va. 

SAWTELLE, Marion E.—Has been promoted 
to manager of Binghamton (N. Y.) City hos- 
pital after having served a year as acting 
superintendent of that hospital. 

SKELTON, Mrs. FranK—During a shortage- 
of-personnel emergency period will serve as 
temporary superintendent (see Hodges). 

SmitH, Harry C.—lIs the new director of 
Frisbie Memorial hospital, Rochester, N. H. 

SmiTH, HeErMAN—Has resigned as Michael 
Reese hospital’s administrator, entering the 
hospital consultant’s field (see Kreeger) . 

SmiTH, Morris W.—Has assumed the posi- 
tion as business manager of Kewanee (IIl.) 
Public hospital. 
SoLomonson, LouisE—Is the new manager 
of Eureka (S. D.) Community hospital. 

STEELE, Dr. Joun Murry—Will share with 
John H. Hayes (new president of the Amer- 
ican Hospital Association) the directorship 
of Lenox Hill hospital, New York city. 

STEPHAN, JaMEs W.—Will serve as asso- 
ciate professor in a new course in hospital 
administration at the University of Minne- 
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CURTAIN 


The initial cost of Capital Cubicles 
is the lowest in the market. There are no mainte- 
nance costs to consider! 


EXSARSCUNTCE Any mechanic can install 
Capital Cubicles. They are delivered complete, 
each cubicle and curtain numbered. ... with plan 
sheet and detailed instructions. If desired, we will 
make installations at nominal cost. 


SMOOTH, EFFICIENT OPERATION Capital 


Cubicle’s patented features prevent hooks from 
catching or jamming, and assure quick, quiet and 
dependable operation. 

Curtain hooks operate inside 
the track. They cannot scratch finished surface 
...@nd cannot be removed or lost! 


Capital Cubicles are smartly 
streamlined in appearance. Metal parts are of 
sturdy brass tubing and bronze fittings, finished 
with heavy chrome plate. The curtains, non- 
transparent and sanforized, are available in 
white and restful, fast colors; substantial rust- 
proof eyelets will not pull out or stain the cloth. 


WRITE FOR ILLUSTRATED FOLDER J-5 


Include rough sketch of rooms, indicating bed posi- 
tions. We will submit plans, specifications and 
cost. No obligation, of course! 


CAPITAL CUBICLE CO., INC. 
213—25th ST., BROOKLYN 32, N. Y. 


TEL. SOUTH 8-9365 + AGENTS IN PRINCIPAL CITIES 


DECEMBER, 1946 


No administration 
difficulties need be en- 
countered in prescrib- 
ing Choline—the 
Lipotropic Factor — 


syrup choline 


dihydrogen citrate 


(FLINT) 


has been described as uniquely palatable 
and therefore acceptable to the patient. 


Syrup Choline Dihydrogen Citrate (Flint) 
is being prescribed in the treatment of— 


e Fatty infiltrations of the liver associ- 
ated with alcoholism 


e Early cirrhosis 


e Fatty livers associated with toxic 
states 


e Hepatitides 

Also, in conjunction with sulfa and heavy 
metal therapy, as prophylaxis against liver 
damage. 


Supplied in one pint (16 fluid ounce) 
bottles and gallons. 


Tasting sample and literature on request. 


FLINT, EATON & COMPANY 


DECATUR * ILLINOIS 
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sota. Mr. Stephan resigned as director of 
the Aultman hospital, Canton, Ohio, to serve 
in this new capacity. 

STELLERMAN, Dr. Maurice—Has resigned 
as director of Miriam hospital, Providence, 
R. I. (see Nesby). 

SWEENEY, Dr. J. SHirtEY—Has been ap- 
pointed manager of the new Papago Park 
Veterans hospital, Phoenix, Ariz. 

TURNBULL, J. L.—Is the newly appointed 
administrative assistant of Lankenau hospital, 
Philadelphia. 

Wuirte, Mrs. Mary—Administrator of Lodi 
(Ohio) hospital, has resigned (see Cordrey). 

Wituiams, Mrs. Grace—Has resigned as 
superintendent of Morrison hospital, White- 
field, N. H. (see Colby). 

Wituis. HERBERT G.—Is the new business 
assistant of Rochester (N. H.) General hos- 
pital. 

Winston, ArtHuR A.—Is_ the newly 
named director of Rochester (Pa.) General 
hospital. 

e 


Deaths 


BarBasH. Dr. SaMUEL—Medical director 
of the Atlantic City hospital, N. J., died on 
Nov. 14, at the age of 62. Doctor Barbash, 
heart specialist, was made a Fellow of the 
American College of Physicians in 1929, and 
a diplomate of the American Board of Inter- 
nal Medicine several years later. 

Hammonp. F. M.—Chairman for 13 years 
of the City-County Hospital Board of Dallas 
county, died at his home in Dallas Nov. 21. 
He was 78 years old. 

McGowan, Dr. Joun Dennis—The last 
living charter member of the American Col- 
lege of Surgeons, who was among the six 
founders. died at his home in Santa Monica, 
Sept. 9, at the age of 93. 

PaLMER. Dr. Eart—Practicing physician 
and former superintendent of Logansport 
(Ind.) State hospital died Nov. 24. He was 
64 years old. 

Rea, Dr. Marion Hacue—Chief of med- 
ical service at the Woman’s hospital of Phil- 
adelphia, Pa., died of a heart attack Nov. 1. 
Dr. Rea, also assistant chief in medicine at 
Philadelphia General hospital, was a member 
of the A.M.A., the College of Physicians of 
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Philadelphia and the Philadelphia County 
Medical Society. 


Miscellaneous 


Auburn, Calif.—DeWitt General hospital, 
declared as army surplus and sold to Cali- 
fornia for $142,000 earlier this year, is now 
caring for the state’s mentally ill. The hos- 
pital, 65 buildings in all, is taking care of 
transfers and will do so until it reaches its 
capacity of 2,500 patients. Dr. G. R. Tipton 
was named superintendent. 

Napa, Calif—A change of policy has be- 
come effective at the Victory hospital which, 
after being operated as a private institution 
for 17 years, will now be a nonprofit com- 
munity hospital to be known as the Parks 
Victory Memorial hospital. 

Pasadena, Calif—Due to the shortage of 
nurse personnel, the Collis P. and Howard 
Huntington Memorial hospital has inaugu- 
rated a four-weeks’ course of instruction in 
bedside care of patients. This program, ap- 
pealing to women from 18 to 45, is patterned 
after the Red Cross course for volunteer 
aides. 

Pittsburgh, Calif.— Directors of Pitts- 
burgh’s Chamber of Commerce, after having 
reported that the Pittsburgh Community hos- 
pital is operating at an average monthly loss 
of $1,000, voted unanimously to urge city 
councilmen for constructional approval of a 
third ward. The addition of 30 beds would 
make room for patients seeking admission 
and thus could possibly remove the deficit. 

Chicago, IIl.—A four-block blighted area 
will be cleared by the Michael Reese hospital 
in its new slum clearance hospital building 
project. 

Greenwood, Miss.—An urgent appeal was 
issued by Dr. Wells, manager of the VA 
hospital in Jackson, for orthopedic mechanics 
in this area to fill positions in the newly 
established orthopedic shops. 

Missoula, Mont.—The Memorial Hospital 
Association of Western Montana has pur- 
chased the Thornton hospital. 

Rochester, N. Y.—Announcement has been 
made of the training program covering 23 
cities, launched to overcome a nationwide 
lack of medical record librarians. 
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SOME OF YOUR EQUIPMENT IS IRREPLACEABLE TODAY 
But Much of it Can be Saved and Salvaged 


The lobor Saving NO- scr 
sical Instrument Cleave’ 


THE AN? 

THE TISSUE FRO 
TIONS AND LOCKS — 


Mates Gator of 


2S Vere 


THE LABOR SAVING NO-SCRUB SURGICAL EQUIPMENT CLEANER 


While HAEMO-SOL was originally for cleaning Instruments, it 
has been ily valuable In Departments, where it has re- 
sulted In the salvag of much e.g) A few of Its uses are listed below: 


OPERATING ROOM—For all instruments, syringes and hypo, needl razor blades, 
operating knives, surgeons’ needies, rubber tubings, tracheal Sethoters, mucous tubes, 
and anaesthesia equipment Including face masks, po feed botties and filiters. 
CENTRAL all returned from wards, as well as syringes, 
hypo. needles, catheters, colon and rectal tubes, rubber tubings, colostomy pouches, 
prostatectomy drainage of all kinds, etc. 
peng aaa flasks, pipettes, test tubes, slides, cover glasses, syringes and 
instruments, rubber tubings, inges and hypo. needies, 
anaesthesia equipment, etc. 7 . 
BLOOD BANK ROOM-—For transfusion and infusion tubings, syringes 

and storage bottles needle tubes and fil — 


Write today for fully descriptive circular 


MEINECKE & CO., Inc., 225 Varick St., NEW YORK 14, N. Y. 


CLINITEST— 


Tablet Method for Detecting Urine-Sugar 
—offers an economy in your practice. 
foe in low prised be ttles of 100 and 250. 
For complete information write— 


AMES COMPANY, Inc. 


DECEMBER, 1946 


VAPORIZER-INHALATOR 


for 


Respiratory 
Disturbances 


Vapor-All enjoys an estab- 
lished reputation in hundreds 
of hospitals because it was 
designed to satisfy the need 
for an efficient, safe and 
inhalator-humid- 

visible’ water level an e' 
the fully encased heater, as Complete 28 Shown $14.65 


for A.C.) insure safety. Runs a to 12 hours 
pe nuously! Separate medicine chamber! 


Approved by Underwriters’ Laboratories and by the 
Council on Physical Medicine of the A.M.A. 


Order from your dealer; if not available order 
direct from 


SANIT-ALL PRODUCTS CORP. 


Greenwich, Ohio 
Makers of Baby-All Sterilizers—Bottie Warmers-Vagerizers 


INDIANA 
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heoprerative Calm and 


PREOPERATIVE apprehension and exci- 
tation are readily reduced with 
Demerol, the potent analgesic, spas- 
molytic and sedative. In addition to 
psychic sedation, Demerol facilitates 
the induction of anesthesia, reduces 
the amount of anesthetic required, 
and effectively dries secretions. Com- 
pared with morphine, it entails practi- 
cally no risk of respiratory depression 
and causes considerably less nausea 
and vomiting. 


osloperative Comfort 


PosTOPERATIVE comfort is reliably 
obtained without interference with 
the cough reflex or bowel move- 
ments and with little danger of 
urinary retention. Patients in all 
age groups, regardless of the type 
of surgery or severity of pain, 


respond favorably to the drug. 


Ampuls (2 cc., 100 mg.); vials 
(30 cc., 50 mg./cc.); tablets (50 mg.); 
powder (15 Gm.) for prescription 
purposes. Council Accepted 


DEMEROL HYDROCHLORIDE 


Brand of meperidine hydrochloride (isonipecaine) 


Narcotic blank required 


Write for detailed literature 


CHEMICAL COMPANY, INC. 


DEMEROL, trademark Reg. U.S. Pat. Off. & Canada 


New York 13, N. Y. Windsor, Ont. 
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~ 
therapeutic 


vitaprins known to be essential in human nutrition, 

imbalanced therapeutic amounts, as in TetenaVira* 

capsules, supplies the concentrated power necessary 

for effective results in cases of hypoyitaminosis. 


/, \ 

TheraNla capsules represent highly potent, 
multivitamin preparation which has been designed 
specifically to meet the patient's need for large 
doses of the vitamins either as a therapeutic measure 


or as a corrective supplement in dietary insufficiency. 


ultivitamin capsules 
are easily swallowed, tasteléss, and well-tolerated. 


Each THera-Vita multivitamin capsule contains: 


Vitamin A (liver oil conc.) 
Thiamine Hydrochloride 
Riboflavin (Bz)......../...... 10 mg. 
Pyridoxine Hydrochloride (By) .... 1 mg. 
Calcium Pantothenate /.......... 
Ascorbic Acid (Vitafhin C)...... 150 mg. 

Vitamin D (Activated Ergosterol) 1,250 U.S.P. Units 

Bottles of 100’s and 250 


Remember, dottor, THERA-VITA capsules are to be pre- 
scribed and siot simply suggested to your patients. Help 
us to maintain the professional status of this product and 
to avoid’ its indiscriminate use by the laity without 
medical supervision. 


WARNE R SSSR ae WARNER & CO., INC. NEW YORK « ST. LOUIS 


eg. U. S. Pat. Off. 


j 
concentrated 
The greater the tration, the more effective a 
the results. 
| A combination of highly potent qhantities of & 
{ 
| \ 
\ 
ORBIS 
| 
| ESTABLISHED 1836 
* Trademark 
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Aurnoucu most of the barbiturates do have the 


same general effects, there is a wide variation in their 
duration of action. This difference is particularly im- 
portant because it enables the physician to choose the 
product which best suits the case at hand. For a short- 
acting barbiturate having a high therapeutic index and 
a relatively wide margin of safety, ‘Seconal Sodium’ 
(Sodium Propyl-methyl-carbinyl Allyl Barbiturate, 
Lilly) is often the choice. ‘Seconal Sodium’ has defi- 
nite use in insomnia, nervousness, extreme fatigue 


with restlessness, and similar conditions. 


In obstetrics, too, ‘Seconal Sodium’ is often preferred 
to the longer-acting barbiturates. ‘Seconal Sodium’ 
is supplied in 3/4-grain and 1 1/2-grain pulvules. 
Available on prescription at leading drug stores and 


in all hospital pharmacies. 


“ INDIANAPOLIS 6, INDIANA, U.S.A. 
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